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Problem: 





Solution: |] @& LT |Ventilation 





LEYLAND MOTORS LIMITED 
LEYLAND LANCASHIRE 


Ihe Architects, Messrs. Harry S. Fairhurst & Son, 
F/A.R.LB.A., who designed this factory for Leyland 
Motors Ltd., installed Colt Ventilators throughout for 
three reasons: 
1. They had confidence in Colt Ventilation from past 
experience 
2. They liked the low silhouette which would not 
impair the appearance of the building 
3. The installation weighed 72 tons Jess than any 
other ventilation equipment available, thereby 
showing considerable saving in structural costs 
In providing a permanent solution to this ventilation 
problem Colt have added yet another chapter to their 
record of success—-success which has brought repeat 
orders from many world-famous concerns. Send for a 
free Data Manual to Dept. aw 36/3 


COLT VENTILATION LIMITED SURBITON SURREY TELEPHONE: ELMBRIDGE 0161 
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WALLSPAN is quick to put up 
— quick to take down Too 
when you want the building bigger 


Extension now — 
re-extension later 


Kenwood’s new extension 
is to be continued to 

the left when more land 
becomes available 

The Wallspan cladding 
on the far end will be 
taken down and re-used 
as the new end wall 


Office extension for 
Kenwood Manufacturing Co. Ltd., 
Woking, Surrey 


Architects: Malcolm Peck, 
Roberts & Associates 


Kenwood’s problem was a familiar one — they were expanding 

rapidly — they needed extra space and they needed it quickly. 
Unfortunately, only half the plot adjoining their factory was available for 
them to expand into — the other half being occupied by two 

Victorian cottages that still had several years to run on the lease. 


in’t afford to wait. They commissioned their architects 
to design an extension that would be integral, yet could 
be built in two halves — one straight away, the other later. 


The architects saw a clear case for Wallspan curtain walling. 
It offered them so many advantages — speedy erection, 
maximum glass area, splendid weathering. But above all 

it gave them the flexibility they needed to re-extend 

when the rest of the plot became available. 
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Work will go ahead as soon 
as the lease of the old cottages 
next door has expired. 


Showing all that can at present be seen 

of the Wallspan wall which is to be moved. 
Williams & Williams purpose made 
aluminium windows are set above glazed 
asbestos spandrel panels. The whole 
exterior will be washed down to a new 
condition, making the Wallspan additions 
indistinguishable from the existing building. 


All the Wallspan on the end wall will be taken down, the building 

will be extended over the site of the two cottages, and the same Wallspan 
will be re-erected as the new end wall. The final result will be a unified 
piece of architecture — free of the patched-up look that would 

have been inevitable with traditional materials. 

This is the way Wallspan is making buildings look better 


and work better — everywhere. 


frum bvkwng buildng proincés WILLIAMS & WILLIAMS 


Williams & Williams make steel windows of every description, ALOMEGA and other aluminium windows, ROFTEN movable 
steel partitioning, ALUMINEX patent glazing, WALLSPAN curtain walling and many other products, all of which can be seen 
at our permanent exhibition at 36, High Holborn, London, W.C.1. 

WILLIAMS & WILLIAMS, RELIANCE WORKS, CHESTER. WILLIAMS HOUSE, 37-39 HIGH HOLBORN, LONDON. W.C4Ai 
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OVERHEAD CRANES FOR INDUSTRY 


2] FULLY ROTATING UNDERSLUNG 
UL U CRANE 


This specially designed Electric 
Overhead Travelling Crane has an 
underslung jib which revolves 

in a complete circle, thus giving 
maximum hook coverage over the 
floor area, and also enabling 
loads to be transferred to adjacent 
bays. The positioning of the 
controls gives the operator an 
excellent view of the load 

This crane is another example o 
the flexibility of our design 

When you have a lifting problem- 
call in John Smiths ! 


i 

i 

: 

i 

[ 

i 
~~ 


JOHN SMITH (KEIGHLEY) LTD 

P.O. BOX 21 THE CRANE WORKS - KEIGHLEY Y 
Telephone: Keighley 5311 (4 lines) Telegrams: Cranes, Ke 
London Office Southern Cour 
Buckingham House, 19-2] Palace St Brettenham H 
Westminster, London, S.W.1 Lancaster F 
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“Don’t let me sign a thing 


unless they can include 
a ‘Potterton’ Boiler’’ 


More and more people are insisting ona ‘Potterton’ 

Boiler right from the start. They know this is the 

best way to be sure of civilised warmth whenever it 
is wanted—automatically and economically. 

Every ‘Potterton’ Boiler, whether gas-fired or oil- 

fired, has been designed specially for the fuel it uses. 

For that reason it extracts 

the maximum of heat from 

the fuel. And because its 

essential components are 

of cast iron it will give a 

life-time of service. But 

though it offers so much 

more, a ‘Potterton’ Boiler 


costs no more than an ordinary boiler. 

Full information can be obtained from your Area 
Gas Board or a ‘Potterton’ Appointed Distributor. 
Either can show you a boiler in action—though not 
necessarily in every town, for the simple reason 
that the people who sell ‘Potterton’ Boilers are 
specialists, carefully chosen 
for their knowledge and 
experience of boilers and 
heating problems. For the 
addresses of those nearest 
you, write to Miss Meredith, 
or telephone her at 
vaNdykKe 7202. 


‘Potterton’ Boilers GAS-FIRED OR OIL-FIRED 


the Key to comfort 


THOMAS POTTERTON LIMITED 20/30 Buckhold Road, London S.W.18. A member of The De La Rue Group 
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Any type of roof can be waterproofed 


with the Ey pe | 


BUILT UP ROOFING SYSTEM 


Permanent waterproofing for large or small roofs * Applied cold 
without preliminary treatm t * Used and proved for over 25 years 
* Foreman demonstrators ar available to assist your contractors 
labour, or, if you prefer contracts department can undertake 


the work for you 
fevory) 


ROOF WATERPROOFING CONCRETE ADMIXTURES AND HARDENERS PROTECTIVE PAINTS AND 
BITUMINOUS COATINGS - GAP AND JOINT SEALING MASTICS AND GUNS .- INDUSTRIAL ADHESIVES 








Are YOU using the EVODE PERSONAL SER\ DESIGNERS? Write or phone our London Office for details 


* SEND FOR LITERATURE £VODE | Ml VISION) STAFFORD. Phone: 2241 (5 lines) 
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Whatever size a 
bathroom is to be, a 
Bilston Atlanta can 
be specified. Made in five 
Specity the BILSTON sizes, the Atlanta has 


the superior Bilston finish 


and durability, plus design 
features that make it 
particularly safe and 


comfortable. No matter 
how large the estate, 
whatever size standard specification of the 
eS Bilston Atlanta 
bath is needed ensures complete satisfaction. 
The Atlanta has 





been selected for the Design 
Centre and costs no more 
than an ordinary bath. 


ALL THIS WITH THE 
ATLANTA! 


Flat Bottom—the Atlanta flat 

bottom helps to prevent slipping 
.. ensures comfort. Particularly 

suitable where a shower 

is to be fitted 


Safety—the low sides make the 
Atlanta safer for young and old. 
Attanta It can be fitted to give an overall 


height of only 16”. 
Magna 


Taps can be fitted centrally, 
Cresta ~ 
or on either corner to facilitate 


Marina installation and maintenance. 


wapepdnagagies Fittings—the Atlanta is supplied 

with or without hand grip. The feet 
can be adjusted to accommodate all 
types of trap, including the Bilston 


“‘Wastefio’’ prefabricated waste 
BILSTON—the bath SPECIALISTS trap and overfiow unit 
Also available with the Bilston 
O.P. Hand Grip specially designed to 
meet the needs of the elderly or infirm 


Colours—the Bilston range includes 


white, or the exact colour required 
iterature is available on request for any decorative scheme. 


Bermuda 


Bilston Foundries Ltd Bilston - Staffordshire - I) 
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A valuable and informative 


contribution to a subject which 
is increasingly engaging the 


attention of top management 


>» 4 


We shall be glad to send you a copy 
DOCKER BROTHERS | Messrs. 


LADYWOOD -: BIRMINGHAM 16 Address 


Piease send meacopy of your brochure 


‘Colour in the Factory and Office’ For the attention of 





ELEGANT 
EXCLUSIVE 
PRACTICAL 


Full deta:!s from DIVISION S4 SHIRES & CO. (LONDON) LIMITED 
GREENBOTTOM WORKS, GUISELEY, YORKS « 

London, Birmingham & Glasgow 

Shires (Ireland) Ltd, Dublin 
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MAKES A SUCCESS 
OF SHIRES 


UNI-LYNX 


THE CISTERN Clean and contemporary, made of black 
(or Keramic ware in a choice of colours) and 
fitted with flush-at-a-touch mechanism —quiet, powerful 


and unfailing. 


THE WASH-DOWN PAN Available in white Kerami 

(or coloured to match cistern). ‘Hydromatic Act 
n of ducts and channels directs water to right places 
ntrolled maximum efficiency. Trap to BSS.1213 


dimension eliminates risk of blockage. 


THE SEAT Shires famous ‘Continental’. Slim, strong, 


flexible —no buffers. Cover available in choice of ten colours. 


THE FITTINGS Chromium-plated, all brass supply 
fittings— incorporating Shires registered design volume 


control vaive. 


Installation of the Uni-Lynx is easy. No flush pipes or 
brackets required. Cost is surprisingly low. From every 
point of view, the Uni-Lynx is today’s most outstanding 


] 


design in close-coupled suites. 


SHIRES ARE THE LARGEST MANUFACTURERS OF FLUSHING CISTERNS IN THE WORLD 
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SERVICE in SLATE 


> SILLS * SURROUNDS - COPINGS - CAPPINGS 






Poplar Town Hall, London E3. ADVance 600! 


Works: Caernarvon, N. Wales. Caernarvon 2252 
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Ihe Thermal Insulation (Industrial Buildings) 
Regulations 1958 




















KEEPS HEAT IN 
KEEP 
= COLD out 


has full Thermal Insulation and more! 


“BITUMETAL” is the roofing with a “plus”. It has a standard 
“UL” value of 0-33, and by increasing the amount of insulation used, any 
desired “U” value can be obtained. In addition “BITUMETAL” is 
(1) RUSTPROOF, (2) DUSTPROOF, (3) EASILY ERECTED, 
(4) MAINTENANCE-FREE, (5) CONDENSATION-FREE, (6) CEILING 
& ROOF IN ONE. 


he charts vsthe "L> Values 
ous “BITL METAL” spec 
he Briggs’ Advisory. Ser- 


WILLIAM BRIGGS & SONS LIMITED 
VAUXHALL GROVE LONDON. S.W.8. REGD. OFFICE DUNDEE 


AREA OFFICES 


Aberdeen, Belfast, Bradford, Bristol, Cardiff, Dublin, Edinburgh, Glasgow Leicester, Liverpool, Newcastle, Norwich 
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Inside and out the Bexhill-on-Sea Roman Catholic 
School for Girls is Cerrux-protected to withstand 
the hard wear and tear of school life. More and 
more schools, factories and offices are giving full 
marks to Cerrux for good looks and long service. 





Cerrux Decorating Paints manufactured by CELLON LTD., KINGSTON-ON-THAMES. Tel.: Kingston 1234 
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“Your 
attention 
appears 
to be 
wandering, 


Abercrombie”’ 


“T was just looking at the new houses 
sir. 
“But, surely you've seen new houses 


betore? 


“Yes, sir, but Boots are building 
these, sir. That’s why they're going up si hines besides. [ll bet there isn't 


My father says if evervone built houses wthin they can’t build quicker and better than 


Boots, there jolly well wouldn’t be any sh su 


woes tor factories, sir. and schools and is much about pit hing tents, Abercrombie, 


bridges and airfields and roads. sir. Boots been a patrol leader six months ag 


Hen ry Boot 


HOUSING ESTATES - RAILWAYS * WATER DISTRIBUTION SCHEMES | | B 
| 
ROADS * SOIL STABILISATION - BUILDING PROJECTS OF EVERY DESCRIPTION 


HENRY BOOT & SO ).. BANNER CROSS HALL, SHEFFIELD 11, TELEPHONI 543551 


Oftices ( v, Liverpool, London and Mancheste 
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ture, new buildings ranges of Crit window rittall aluminium \ | 3; 

lesigned to match the most forw j nd upwar r rchitectur ‘ ‘ WINDOWS 
ready to meet the toughest, down-t th pract er lemand 

Thorough, painstaking resear 

most far-reaching advan 

specialising in the produ 


plant as up-to-the-minute a ny int v 1A t ided to Critts . i r 
experience in making metal wir V f all kind helt ) make the larger, highe 
buildings of the future more ef ent t ein and wor ! tly to maintair 


Write for leafiet 244! 
THE CRITTALL MANUPACTURINE 
BRAINTREE - ESSEX Branches and 


depots throughout the country 


2 


Uriniitn 


rew/lld 
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88/92 Baker Street and 


35/38 Paddington Street, W.1. 





Architects :— 
Stone, Toms and Partners, F.RI.B.A, 








Empire Stone was use IN THIS BUILDING 


EMPIRE STONE CO. LTD. 
Thanet House, 231 Strand, London, W.C.2. 
Berkeley House, Birmingham 16. 
Narborough near Leicester + 


26 Greek Street, Stock port 
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/ could have screamed... 


.. . UNTIL THEY CALLED IN COMPACTOM 
TO CUT DOWN THE NOISE 


The benefits, in terms of working comfort, efficiency and 
health, which can be achieved by appropriate acoustical 
treatment are becoming more widely recognised every day. 
Compactom specialise in the control of noise. Remarkable 
reductions between rooms are achieved by Compactom 
dry construction demountable partitions. Equally 
beneficial results within rooms are obtained by Compactom 
ceilings and other methods of acoustical treatment. 
May we send you full details of the flexible Compactom 
service which embraces the widest range of materials 


and methods of fixing available. 


A scheme by Compactom incorporating full height and free-standing 
partitions and Acoustic ceiling. 











OMPAGCTOM keep noice in its place 


COMPACTOM LTD. 


Specialists in Partitions and Acoustic Ceilings 


OXGATE LANE . CRICKLEWOOD . LONDON N.W.2 
TELEPHONE: GLADSTONE 6633 
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THE SILENT SHIP 


S.S. Canberra 45,000 tons, built by Harland and Wolff Led. 


a 


Ss most modern liner, high standards of Acoustic Engineering were 


ind were me 


engine room is located aft, a great reduction in background noise 
chieved throughout the passenger quarters of the ship. In consequence, 
1 to cabin noise is much more audible, and its elimination, therefore, 
ssential 
designed isolated sound resistant cabin doors and bulkheads were the 
heir construction, with other specialist acoustic work, has been entrusted 
Control 


chitect and to Industry we offer, on land or sea, an equally efficient 


ny sound problem 


SOUND CONTROL LIMITED 


f the Hall-Thermotank Group of Companies 


Works, West Drayton, Middlesex. West Drayton 3685 (5 lines) 


+ 


ice: 10 Bothwell Street, Glasgow C.2. Central 6571/2 
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This new Cylinder pendant fitting and Table 
Lamp has now been added to the Hailwood 
range, and is suitable for both domestic and 
commercial use. The glassware can be supplied 


in 3 ply opal, satin opal or green and white. 


HAILWOOD & ACKROYD LTD 


18 LOWNDES STREET - LONDON :- S.W.1 
Telephone : Sloane 0471 
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When it comes to 
fire-cladding steel joists 








EXPANDED METAL 
iS BETTER 

* 

iS CHEAPER 


Compare Expanded Metal lath und lightweight plaste1 
fire protection with convention methods. With Expanded 
Metal techniques you save up t 10 lbs. dead weight per 
foot length on a steel beam. No waiting for shuttering either 
and fire-cladding and interior finish is one operation. 

This is a major advance in Britis) 7. Write for details 


of the part played in it by Expamet Expanded Metal. 


LOOK AROUND YOU and see he ghter steel structures are 
possible by using these weight ng techniques. To save Expamet 
time and trouble cali in our C struction Department who 


supply and fix plaster backgrounds 


THE EXPANDED METAL COMPANY LIMITED, 16 Caxt yn, S.W.1. Phone: ABBey 7766 - Also at: Ab rdeen - Belfast - Birminrham - Cardiff 
Dublin . Exeter - Glasgow - Leeds - Manchester - West Har The Expanded Metal Company of Canada Limited, Annacis Industrial Estate, 
Vancouver, Canada. Agents in every country throughout the free world. 
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new! 


a plastic trap joins 
the range of well-known 


Com =e =m Ye. Ge. 


ANTI-SIPHON TRAPS 


“MONITOR” 


(Patent) 
anti-SIPHON TRAP-IN HOSTALEN 


HIGH QUALITY PLASTIC. 
COMPLETELY UNSIPHONABLE. 

NO ANTI-SIPHON PIPEWORK. 
UNAFFECTED BY BOILING WATER: 
RESISTANT TO ACIDS. 

RESISTANT TO DETERGENTS. 


WEIGHS ONLY 72 ozs. 


INEXPENSIVE. 





stastatd ciel cial ye deta 


GREENWOOD and HUGHES LIMITED - CARLISLE HOUSE, 8 SOUTHAMPTON ROW, LONDON.- W.C.1. Telephone CHAncery 9377 (3 lines : 
e Telegrams: Antivacu, Westcent. London 
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Rough passages... 


Some walls—like some people—invite rough 
treatment by virtue of their position. Some, 
likewise, get plastered and some do not... 


We have in mind particularly those landing, 
stairway and passage walls in schools, cine- 
mas, flat and office blocks—which can look 
like ‘the ruins that Cromwell knocked about 
a bit’ within weeks of opening day. 


For such walls we have developed TEXIDEC, 
for producing attractive relief or textured 
finishes that will stand up to even the rough- 
est juvenile traffic. Where plastering is elim- 
inated and a finish is required for wood-float 
rendering, TEXIDEC very nearly 

specifies itself. 


TEXIDEC, a development of our standard 
Emulsion ¢ mating, is extremely economical 
by con n with other textured finishes of 
comparable durability. We will gladly send 
sample panels and full details on request . . . 


From our earliest days, when we invented Duresco—the first and still 
foremost oil-bound water paint, we have studied the problems presented 
by new methods and materials and the need for a continuous develop- 
ment of decorative and protective coatings to keep pace. Our solution of 
these problems has produced a whole series of specialities : SILCOLAC, 
which—by blending the best of traditional materials with the very latest 
synthetic resins—provides a porcelain-like finish of intense durability ; 
DURESCO EMULSION COATING a polyvinyl acetate emulsion paint 
with extraordinary opacity; RAPICOTE an easy brushing wall enamel 
specifically designed for such surfaces as factory interiors; TWINCOTE 
the universal wal! primer undercoat which is alkali resistant and possesses 
great hiding power. And many more... 


Technical 


© 
Advisory and a new approach may be necessary, our Technical Advisory Service 


Service is unreservedly at your disposal . . . 


DURESCO PRODUCTS LIMITED 


London: Chariton, S.E.7., GREenwich 0034 
Manchester: 65 Great Ducie St., DEAnsgate 3161 
Newport, Mon: Clarence Wharf, NEWport 58272 


If you have a special problem on hand where the conditions are unusual 
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WEDNESBURY | 





copper tube 


NOW WEDNESBURY PLAN AN ATTACK ON CARBONACEOUS AND OXIDE FILMS. 


Extensive research has led to the introduction of new drawing media, purging and burnishing, making 
carbonaceous and oxide films virtually impossible. These developments have been incorporated in our 
production lines for marked sizes to B.S. 659. 

All ‘“‘Wednesbury” tube is solid drawn by the most efficient and modern processes, under strict 
laboratory supervision from raw material to finished tube, and backed by a prompt and efficient 
delivery service. Plan your quality by specifying ‘“‘Wednesbury”. 


The WEDNESBURY TUBE COMPANY LIMITED . BILSTON . STAFFS. 


Tel: BILSTON 41133 (9 lines) 


Associated Company : Glynn Bros. Ltd., London and Manchester South Wales Warehouse : Penarth Road, Cardiff. (Tel : 22502.) 


Manufacturers of 
LEAD SHEET & PIPE: PLASTIC TUBE & FITTINGS: STEEL TUBES & FITTINGS: STEEL TUBE FABRICATIONS: MALLEABLE TUBE FITTINGS 
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There’s nothing 
to touch 


a Redfyre Bacboiler 


for successful 


low-cost water heating 





THAT’ S WHAT MAINTENANCE PEOPLE SAY 

and that’s why huge numbers go 
into new homes every week. And now 
there are two new Approved Bacboiler 
fires——the Hearth Redfyre with under- 
floor air-feed; and the low-cost 
Redfyre 60, a controlled-burning fire 
accepted by the Council of Industrial 
Design. Both have exceptionally pleas- 
ing modern lines. And both (like all 
the Bacboiler range) supply ample hot 
water and heat one or two radiators 
or up to four if hot water isn’t needed. 
May we send you full details? 





Redfyre 60 Hearth Redfyre 


NEWTON CHAMBERS & COMPANY LIMITED Redfyre Products Thornclitie Shettieid 
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‘“But for permanence and _ perfection 


in finish, modern building materials 
should be employed ”’ 


“ MURILITE” PRE-MIXED PERLITE PLASTER is being used in 
increasing quantities in building to-day, and offers many advantages to the 
Architect, Builder and Occupant. 

Tue ArcHiTEcT: As the aggregate is pre-mixed in the factory, strict 
adherence to specification is always assured. As this aggregate is Perlite, 
considerable saving in dead-load may be achieved, so vital in the planning 
of multi-storey projects. 

THE BuILDER: The necessity to order and store sand on the Site is avoided 
and, as only water need be added, handling is simplifiedand mixing costs 
reduced. As “ MURILITE” is approximately three times lighter than 
sanded Plaster and provides superior working properties, application is 
quicker and easier. The Bonding Coat grade provides excellent adhesion to 
concrete and freedom from lime permits early decoration. 

THE OccupANT? “‘MURILITE” PLASTER provides greater fire 
resistance than ever known before with any plastering material. Its high 
thermal insulation value reduces heat loss through walls and ceilings, 
minimizes condensation and lessens the risk of pattern staining. 
“ MURILITE,” being a Gypsum based Plaster, is free from shrinkage cracks. 


For more detailed information or advice on any plastering problem, write to :— 
APPERATA @ x CO. LTD. 
CAPFERA O), 
NEWARK NOTTS 
TELEPHONE NEWARK 2060 TELEGRAMS “CAFFERATA"” NEWARK 
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GUITAaN 


INTRODUCE THEIR NEW 54x18 
VITREOUS ENAMEL ON STEEL 


DOUBLE 
RAINER 














For pillar taps. Combining sink and double draining boards with splash back. 
The boards are panel-fluted and have pressed-in fall for correct draining. Made only 
without overflow. Length 54in. Width 18in. Bowl 184 in x 14in x 7in deep. 


The new Curran Double Drainer, like all other Curran is designed to give the greatest bowl capacity, has 


Sinks, is made from heavy gauge, top grade British correctly sloped draining boards, is easy to install and 
steel, onto which is fused a permanent coating of maintain. All materials used in its manufacture con- 
tough vitreous enamel. The Curran Double Drainer form to British Standards. 


Also available: the 36 x 18 and 42 x 18 reversibles; and the 42 x 18 and 42 x 21 with tap holes 
of blue, green, cream or white. 


Get in touch with your supplier now: or contact us for full details. 


—in choice 


EDWARD CURRAN ENGINEERING LTD, SINKS AND BATHS DIVISION, CARDIFF. TELEPHONE: CARDIFF 33644 
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No need to shout — housetops in 
I.C.I. copper speak for themselves. From 
experience, too, for I.C.I. copper sheet has 


been “on top” for a century or more. 








Architects commend its elegant appearance; 





roofing craftsmen approve its workability ; 
householders like the long trouble-free service 


it offers. 





Expensive? By no means. Copper roofs 


have always paid their way in the long run. 





Now, thanks to cheaper copper and to 
more economical fixing techniques, they 
are well within the budget for most 


building projects. 


Write to us for details 
of our production range and 
quick 


METALS 


delivery service. 
DIVISION 


Nn 1.6.1. Copper sheet 
and strip 





for roofing, 
flashings 


== |= /]/] ARTAN\LO 
and weatherings sh // iii \ \: 




































































IMPERIAL CHEMICAL INDUSTRIES LIMITED, LONDON, S.W.1 


c.14 
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can you see the difference ? 


Research tests from the Swedish Testing Institute 


When selecting Hardboard remember it can make or 
mar your work. 


That is the kernel of the matter. 


For safety and lasting satisfaction your choice must 
be SWEDISH-MADE MASONITE PRESDWOOD. 
There is a Masonite Presdwood quality 
type of job either for inside or for outside use. 


for every 


When it is Hardboard you select, always look for the 
trade mark on the back. It is the trade mark that 
tells the world that there is none this 
Swedish-produced product. 


better than 


Registered 


Swedish Hardboards are best. 


Masonite Presdwood is the best 
of Swedish Hardboards 


MASONITE LIMITED, BEVIS MARKS HOUSE, 
BEVIS MARKS, LONDON £.6.3 

Tel: AVEnue 2846 

Grams: Etinosam, Fen, London 


Trade Mark 


% F 








show the following — 
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Mean value for 14 other makes 22-3 
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t#@ Fordham 4£7£RVA 





THE FIRST WHITE PLASTIC CISTERN 


UNBREAKABLE — /NCORROD/BLE 


To B.S.S 1125-1959 
‘elv-ta-) ilael late al 

Widtr 19% f 

Ol -Jehaa ; 
ads: t-lelar- lel kvm ol: 





By the makers of the well-known 
range of FORDHAM ‘Cleanline’ 


Cisterns, Flushing 2Troughs, etc. 
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Mon, they’re GRAND pipes! 


First-class permanent plumbing needs good sound lead sheet and pipe. 
And the people who supply nothing but good sound lead sheet and pipe are BLM. 
All lead, including chemical quality, coming from the BLM works is 
laboratory controlled to the appropriate British Standards specification 


and delivered in double-quick time to any part of the country. 


[3ritish [Lead Jills BRITISH LEAD MILLS LTD,BYRON HOUSE, 7-8-9 ST. JAMES’S STREET. LONDON 8.W.1 


tehall 577 + Works: Welwyn Garden City, Herts. Also: Warrington, Lancs. 


A 
CFC) a memeer oF THE FIRTH CLEVELAND GROUP 
— 
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That brilliant idea —don’t discard it out of hand because 
it seems impractical or too costly at first sight. Look at it 
from the ‘*PLYGLASS’ point of view! But what about glare 
and shadow, you say. And thermal and sound insulation, 
and even light distribution... STOP! Before you think of 
any more difficulties, think about “PLYGLASS’ double 
glazing units! ‘PLYGLASS’ double glazing units — manu- 
factured either as Clear or Diffusing, or as coloured opaque 
slabs (the latter known as Vitroslab) overcome all these 
notorious glazing limitations and cut construction costs 
because they provide double insulation in a single set of 
glazing bars! 


Illustrated: Office Block for Joshua Tetley & Son 
Ltd., — J. Foster, L.R.I.B.A., Staff Architect, where 
‘PLYGLASS’ Clear and Diffusing Double Glazing 
Units are used for windows, transomes and roof- 
lights and Vitroslab for the infill panels. 





For further information on 


‘PLYGLASS’ DOUBLE GLAZING UNITS 
and VITROSLAB INFILL PANELS 


writeto: PLYGLASS LIMITED * EDINBURGH WAY * HARLOW * ESSEX 


Telephone: Hariow 24271. Cabies: Piylux Hariow. Also at: 18 LONDON STREET LONDON €E.Cc.32. 


Telephone: ROYai 8511. 8 ELDON TERRACE, LEEDS 2. Telephone: 25792. 3 6625 
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2 tere awe 1Ong! 


The new Intermediate wood- 
filled joists extend the already 


well-established range of Metsec 








Nailable stee! joists and provide an 


economic lightweight method of sup- 








port over wide spans—to 60ft—for 











ee 


S| 


U 
A copy of the Intermediate Joists 
catalogue is yours for the asking. 








y MN 


| PLEASE SEND “INTERMEDIATE JOISTS” CATALOGUE 
FLABN. 








\ 
ET 70.2 yen THT tt mI Ea pate me MaRS eae nt eninge - Is 8 


‘METAL SECTIONS LTD aI 


: 
E 
Se hn en ne a eee Ys 


+ COMPANY ADDRESS...... 
“O. 


COMPANY 


NAME 


POSITION... 








OLDBURY - BIRMINGHAM - Telephone: BROadwel! 1541 | 
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AS GOOD AS NEw! 


A boat belonging to a large dairy estate in Dumfrieshire was painted with Manderlac 
Enamel and varnished over. About a year later there was an accident and the boat 


sank in the River Annan. Three weeks passed before it was refloated, but in spite of 


this rough treatment the paintwork was found to be as good as new. 


a GERD) «ase history 


Nf > Smee 
PD ze 
g / <— yar Co _ N - 


eee 


iy 


MANDERLAC Alkyd 
Enamel dries quickly to a 
hard surface that stays 
bright, and keeps its pro- 
tective powers for years. It is 
easy to apply and easy to 
clean, covers well even on 
sharp edges and is so lustrous 
that it ‘looks wet when it’s 
dry.’ 


WRITE FOR FULL DETAILS AND 
COPIES OF THE WONDERFUL 
MANDERLAC COLOUR RANGE 


MANDERS MANDERLAC 


... proved the best 


MANDER BROTHERS LTD., DEPT. P35, WOLVERHAMPTON Tel. WOLVERHAMPTON 20601 
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LY-FLOR 


VINYL FLOOR COVERING 


takes the 











When the architects, Messrs. Furrow, Stocks and Furrow were planning the vaults and silver rooms 
at the S.A. Reserve Bank, East London, they were presented with a problem. The floor 

would be subjected to bullion wagons, running on steel wheels, carrying 2,000Ibs which would be left 
standing overnight. To overcome this problem they chose Poly-Flor 90 gauge as the 

material most suitable to fulfil their requirements. Their faith has been well rewarded, for after 
2% years there is still no sign of damage or indentat 


f you have a similar problem, 


specify Poly-Flor—you can rely on it! 


Write for full detalis, somples and trede price list to 


JAMES HALSTEAD LIMITED 
CROW OAK WORKS . WHITEFIELD MANCHESTER 
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1728782998 °a WOOD CHIPBOARD 











standard size : 8 ft. x 4 ft. 


maximum size : 16 ft. x 4 ft. 


PLIMBER Eijccome sxe. 











thicknesses : ‘in. and *%4in. 
density : 45 |bs./cu. ft. 


17287829 2a WOOD CHIPBOARD 


| 
| 











standard PLIMBER 45 


grades : and 


wood veneered PLIMBER 





For technical literature, 

prices, and names a 
oS 

of stockholders od 


please write or telephone sees 





BRITISH PLIMBER LIMITED 


Rainham, Essex Telephone: Rainham 5262 
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Famous I.V. Artist 
goes “OVER-THE-TOP” 


One of the latest converts to the modern style over- 
the-top garage door is Mr. William Llewellyn of 
Linden Singers fame. Photograph shows his new 
home near Godalming, Surrey, where the gear 
employed is COBURN. 

Over-the-top doors are winning hundreds of converts 
every day. Architects and builders can rely on the 
fifty years’ experience behind Coburn Door Gear and 
their two-year guarantee. 

Coburn over-the-top door gear operates doors up to 
8ft high and any width providing their weight does not 
exceed 250lb and they are braced not to sag. 


House designed by 
ROGER WORBOYS, M.A(CANTAB), DIPL. ARCH., A.R.1.B.A. 


for ALL Sliding Door Gear 


Write for our fully comprehensive catalogue covering all sliding and folding door requirements. 
COBURN ENGINEERS LTD., PEASMARSH, Nr. GUILDFORD, SURREY. TELEPHONE: GUILDFORD 3373 
LONDON OFFICE AND WAREHOUSE: 25 Copperfield Street, S.E.1. WATerloo 4311 


SLIDING DOOR GEAR 











FOR STRUCTURAL FIRE PROTECTION 


DURASTEEL EL-&-ASBESTOS 
<i Tain) PANELLING 
& DOORS 


Projection suite at National Film 
Theatre, South Bank, Waterloo, 
panelled throughout with DURA- 
STEEL 3DF2 Fire Protection Panelling. 
Main projectors seen here, with 
winding room segregated at right by 
partitioning and fire check doors all 
clad with Durasteel. Ceiling also 
panelled with DURASTEEL. Con- 
tractors: Wilson Lovatt & Co. Ltd. 


Other prominent users of DURASTEEL include British 
Railways, G.P.0., Rolis-Royce Ltd., Port of London 
Authority, etc 





Left: Shows approach passage between main Projection Room and film 
winding room with partitions, light fire check doors and false ceiling, 
all carried out in DURASTEEL 3DF2 Fire Protection Panelling. 


DURASTEEL LTD. 


OLDFIELD LANE + GREENFORD - MIDDX. 


Telephone : WAXLOW 1051/2 and 6311/2 Telegrams : Endurafire, Wesphone, London 
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brings 

central heating 
within reach of 
every household ! 


The new Rubery Owen EASIFIRE oil-fired domestic boiler of 30,000 
B.Th.U output marks the biggest advance of years in the building 
industry. It is a bold venture not only to exploit the marked trend in 
favour of oil-fired domestic heating but, importantly, to extend it for the 
first time to a vast potential and expanding field. It brings close upon us 
the day when central heating is specified for every house in the country. 


At last, with the EASIFIRE, architects and builders are now able, with 
complete confidence, to recommend and install oil-fired central heating for ail 
smaller private dwellings and throughout new building estate development. 


Write now for full information on oil-fired installations for 
all heating projects from 30,000 to 2,500,000 B.Th.U to: 





The EASIFIRE oil-fired domestic 
boiler of 30,000 B.Th.U output 
will supply 140 sq. ft. of radiator 
surface and a 30 gallon hot water 
tank. Fully automatic, it comprises 
a cast iron boiler and thermostati- 
cally controlled burner with safety 
controls, completely enclosed in an 
attractive enamelled cabinet avail- 
able in a choice of colours. 
Price £78.0s.0d. 


Made by Rubery Owen, 
who also produce the famous 


KITCHEN EQUIPMENT 








The Easifire pressure jet burner 
with output from 60,000 

to 300,000 B.Th.U 

is suitable for larger domestic 


heating installations. 








RUBERY OWEN (HEATING) LIMITED 


CHURCH STREET, WEDNESBURY, STAFFS. 


TELEPHONE: WEDNESBURY 1081/2. 


A MEMBER OF THE OWEN ORGANISATION 
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AIR CONDITIONING 








SUPPLYING 
18,800,000 cubic feet of air per hour 
EXTRACTING 
15,100,000 cubic feet of air per hour 
at the new Jute spinning factory of 
JUTE INDUSTRIES LTD. DOUGLASFIELD 


hitects and Consultonts: Sir Alexander Gibb & Partners, London 


ke ae y ater 
cd ta Mili” 


MELLOR BROMLEY (AIR CONDITIONING) LTD. 
HEATING , VENTILATING & AIR CONDITIONING ENGINEERS & CONTRA 
ST. SAVIOUR’S ROAD, LEICESTER 
Telephone: Leicester 38/6/ 


MEMBER OF THE BENTLEY GROUP 





@eeeeee@eeeseeosgtc§eseee?e?2eg?eé?€#tee ®@ SERIES I! 
DE-LUXE 
MODEL 60 


Competitive for 
price and quality 


Specify 


‘DELMORE’ : 
OIL FIRED BOILERS ; 


*% Designed for kitchens—easy to install 


%* Five models: 
32,000 
8.T.U's 

Floor Space 16° 17" 

Prices From «77 


' 


Boat % ’ 
= y ‘hs 
A Bs ae it 
Pert 2% i 


% 
- 


For further details and re write to 
manufacturers: Delmore Engi) ng Co. Ltd., 
(Dept. ABN 3), 51 Gresham Road, Staines, 
Middlesex. (Phone: Staines 


Name 


Address 
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Ayithwail 


PRESSED 
1 ee 


DIB sectional 
AV WITS 


Thos.W. Ward Ltd 


ALBION WORKS, SHEFFIELD 
TELEPHONE: 26311 (22 LINES). TELEGRAMS: “FORWARD, SHEFFIELD” 
LONDON OFFICE: BRETTENHAM HOUSE, LANCASTER PLACE, STRAND, W.C.2 » 
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MAGNET HOUSE, KINGSWAY, LONDON. wW.C.2 


pie 


2 % Ses 1 
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PARTITIONS FOR LONG LIFE 


You can specify 
Superfold in the knowledge 
that in-built quality 

based on sound design will 
give lasting trouble-free 
service, 





A.A. pickets on which 
door is built. 





hinge plates 


Leathercloth 


both sides. |f" CHOSEN BY ARCHITECTS—DESIGNED BY ENGINEERS 


For school c and institutional buildings and for the discerning householder, 
Superfold pr es all the answers. For full description and illustrations see our latest, 
Bronches ot: Belfest, Birmingham, Bristol, colour folde 49—please write for a copy. 


Dubin, Lier Loner, Manchest, BOLTON GATE CO. LTD - BOLTON - LANCS. 


Ge BC 349 
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Wood windows are ideal in every way for Houses, 
Flats, Schools, Hospitals, Offices, Factories. 

Wood is functional, lasting, economical to install and 
maintain, and provides maximum flexibility of 
expression. Furthermore, wood windows reduce heat 
losses, sound transmission, condensation. Remember, 
too, with wood windows you are ensured a quick 
delivery. Advice on wood windows suitable for all types 
of buildings gladly given to all architects and surveyors. 


THE ENGLISH JOINERY MANUFACTURERS’ 
ASSOCIATION (INCORPORATED) 


(with which is associated the Scottish Joinery and Door Manufacturers’ Association) 
; SACKVILLE HOUSE - 40 PICCADILLY - LONDON, W.]I 
jai Telephone: REGENT 4448/9 


crm/ 29/1 
o 


Youitt. be glad your chore W00D wiudourt / 
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Cadde-tye 
Hane 


For public buildings, offices, 
































houses, flats. Sanded to a fine 
finish for painting and with careful 
attention to the veneers for 





polishing 
Robust and reliable under 
rigorous conditions of wear. 


Pumping plant Timber core infilling machined 


and assembled by precision 


for sewage Or methods in our modern factory. 


All facings and edge lippings = fi) The Beeleigh 


trade effluents are secured to the core with 


waterproof Urea Formaldehyde 
adhesive. 








The rails and girders are stub- 


tenoned into grooved styles. 


Long experience with pumping 


equipment for sewage or trade 





effluents of all kinds enables us <= ° 
Ty Hioh-6 
to DESIGN, SUPPLY and 5) (9 rade 


INSTALL such plants to meet W00D WINDOWS 


To British Scandard Specification 


any specific requirements. CASEMENT 


PIVOT HUNG 
These give many years of SLIDING SASH 


TROUBLE-FREE SERVICE. 





ALSO KITCHEN UNITS AND STAIRCASES 


Ee || ier 


& SONS LIMITED 
Drainage and Sanitary Engineers 
Manufacturers of Drain Testing Appliances EAST WHARF MALDON ESSEX 
Telephone Maldon 94! 
CRAY AVENUE - ST. MARY CRAY, 


LONDON OFFICE: Bank Chambers, 329 High Holborn, W.C.! 
ORPINGTON <: KENT Orpington 3131! Telephone CHAncery 72/4 
Also at Weirside Works, Lower Bristo! Road, Bath. Telephone: Bath 7868 
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Troughton and Young 
(Lighting) Limited use ‘Perspex’ 
for lighting fittings 

at new Bowater House 


Troughton and Young (Lighting) Ltd., have made exceptionally fine 
use of ‘Perspex’ acrylic sheet in the lighting fittings round the new 
Bowater House. ‘Perspex’ was chosen because it offers all these 
advantages : 


¥* Freedom trom discolouration *% Toughness and durability 
%* Ease of cleaning * Superb appearance 
%* Light weight *% Resistance to atmospheric corrosion 


‘Perspex’ can be heat shaped and is available in clear sheet and a 
wide range of attractive, transparent, translucent and opaque colours. 
Several grades of patterned ‘Perspex’ are available for diffusing 
finishes. 


‘Perspex’ is the registered trade mark for 
the acrylic sheet manufactured by 1.C.1. 


“-PERSPEX’* 


IMPERIAL CHEMICAL INDUSTRIES LIMITED 


Bowater House, Knightsbridge. 
Architects: Guy Morgan and Part- 
ners. 8'x 4’ recessed lighting fittings 
over public road. Centre panel of 
each is close reeded ‘Perspex’ 3/16" 
thick. Surrounding panels are -040 
‘Perspex’. Each fitting holds two § 
80 watt fluorescent lamps. The lay- 
lights are hinged for maintenance 
— ‘Perspex’ being light enough to 
allow this. Set of amenity Lighting 
Columns with .040 ‘Perspex’ dif- 
fusers and continuous fittings with 
-040 ‘Perspex’ diffusers and black 
‘Perspex’ ends under the low block 
in background. All fittings by 
Troughton and Young (Lighting 
Ltd., Knightsbridge, London. 


Amenity Lighting Columns with 
diffuser in .040 ‘Perspex’. The 
fitting holds four 2 ft. 40 watt fluo- 
rescent lamps. 


Continuous fittings between 
columns under low block, with dif- 
fuser in -040 ‘ Perspex’ with black 
‘Perspex’ ends. Each ¢ ft. unit ac- 
commodates one § ft. 80 watt lamp. 


LONDON 
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KRELSEAL 


Butyl Rubber and 
Thiokol based Sealers 


meet specifications for sealing in 
CURTAIN WALLING 

DOUBLE GLAZING 

INTERNAL PARTITIONING 

ROOF GLAZING AND SHEETING 
and the sealing of any joint to resist 
movement, air, dust and moisture. 
Leaflets describing KELSEAL JOINTING 
COMPOUNDS are available in the BARBOUR 
INDEX LIBRARY SERVICE TO ARCHITECTS and 
in the SPECIFILE DIRECTORY or 

on direct application from 


























KELSEAL LIMITED 
VOGUE HOUSE, HANOVER SQUARE, W.1 


Members of Insulat 4 HYDe Park 1411 





be sure you specify 


2 


— DECORATIVE LAMINATES 
ar in a host uy 
Continental v designs 
RESOPAL is a laminate of highest 
quality but its price shows quite a 
reasonable economy. Among the wide 
range of patterns there are several 
pleasing grained effects combining the 
beauty of natural wood with the 
excellent qualities of genuine _,RESOPAL 


LITERATURE AND SAMPLES FROM 


The Sole Agents in Great Britain 


PARK CROSS (MERCHANTS)LTD., 69 ALBION ST., LEEDS I Tei : 674526 
from the following distributors 
George Clark & ( 8.1.8. Plastics Ltd., snag 4 T. Eden & Henry J. Stewart & Smith & Sons 
(West Hartlepo: 25 Bridge Road 0, Ltd.. Brother (Plastics) (Steke Newington) 
Lid., Wembley Park, "ei BR ee Ltd. 
Abbey Roa Middlesex Tel. Central 5171. Clyde Sawmills. Anvil House, 
Park Roya Tel. Arnold 7603 Also: Shieldhall. 
London, N.¥ Co ns nsbury, Pymt. Glasgow, 8.W.1. 
Tel. Elgar Tel, Monarch 1987, Tel. Govan 1212 
wate 0484 


Moor (3 times). 
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Decorplast gives you 47 exciting colours and patterns 


New Decorplast 


makes working-surfaces 
and walls really glow with colour—sets a 
new standard in top-class melamine-faced 
laminated plastics. It’s as tough as it’s 
beautiful. Doesn't easily crack, chip, stain 
or fade. It’s cleaned with a damp cloth— 
because dirt cannot stick. Boiling water, 
grease, spirits, dilute acids and heat up to 


310 F leave new Decorplast bright and 
colourful as the day it was made. 
The whole new range, now in sheets 9’ x 4’as 


” 


wellas 8’x4’, thickness },”, is always available 
in matt and gloss finishes — plus new wood 
veneers that really do look like wood! Write 
to the address below and ask for facsimile 
Colour Chart and list of Distributors. 





ILD» (a 





Made by Holoplast Limited 
SALES OFFICE: 2 Caxton Street, London, S.W.| 
TELEPHONE: ABBey 4866 
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Motopia 


A Glass Age Development Committ Study 


THE COMMERCIAL CENTRE 


A shopping centre of approximately 400,000 squ 
levels will be a feature of the Town Centre of M 
altogether will allow for shopping and entertain: 
100,000 people, office accommodation for 3,000 
light and service in 


for 3.000 cz 


accommodat nl * 1500 cars. 


ILLUSTRATIONS SHOW 


| 


Pilkington Brothers Limited «. » 
“-. ¢ > 
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Speaking of LIGHT 
_.and SHADE 
...and PROFILE -_ 


maximum diffusion. And shade... UNILUX is availabl 
variety of attractive colours. And profile... unNiLux 
supplied to match the profile of any standard roof 
providing a perfect weather-proof fit. 

UNILUxX is fire-retardant, durable, strong, easy to w 
easy to fix. It is unaffected by weather and climat 
conditions and needs no maintenance 


q ' ' q " 
— and thinking — naturally — of uNILUX Translucent Sheeting. " : 
Of light... UNtLUX allows 85% light transmission wit! , 


UNILUX is made by a 
synonymous with “better 
BULLETIN” is published « ths to keep you informed of the 
Group's activities. May we a e to our Ma g List? 


e 
U nn a 7 UE XX ive best in Translucent Sheeting 


U.A.M. PLASTICS LIMITED TOLPITS WATFORD 


iny of the U.A.M. Group —a name 
“U.A.M,. GROUP INFORMATION 


HERTFORDSHIRE Tel: WATFORD 34551 


7 - 
A Member of the CEIny Group of Companies 
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WHAT FUTURE FOR HOSPITALS? 


Yow long-awaited announcement of a major 

programme of hospital building* opens up 
exciting new possibilities for the architectural 
profession, but it is still uncertain whether 
the quality of design will be up to the standard 


we should now expect. 

Before the war virtually all hospital work 
was done by a handful of specialist firms who 
alone were regarded by the authorities as 
possessing the necessary knowledge and ex- 
perience. Since those years there has been a 
revolution in architectural thought; much 
research has gone into hospitals, sponsored 
by the Nuffield Trust and other bodies 
and many magnificent hospitals have been 
built abroad. In this country, too, some of 
the younger architectural firms are doing 
work which shows that hospital architecture 
is no longer a closed book. The purely 
architectural possibilities are very great. 

In these circumstances we have a right to 
demand the best. There are disturbing indica- 
tions that instead, we shall get a very mixed 
bag of good and indifferent, if not frankly bad, 
architecture. The danger seems to be that 
after 20 years of inaction, we may rush 
into ill-conceived schemes, badly sited and 
badly related to their surroundings; in solving 


* Last ek's issue 


the admittedly complicated problems of in- 
ternal planning and circulation we may get 
three-dimensional diagrams instead of archi- 
tecture. 

The problem is more than an architectural 
one. Patients are not just “cases”. They sit 
up and look out of windows; they walk 
around and take an interest in their surround- 
ings. Consciously or unconsciously they 
notice if they are in a fine building set 
graciously in its own landscape like some of 
the Swiss hospitals or if they are merely in an 
efficient soulless machine. The effect on the 
doctors and nurses who are there all the time 
is even greater, and their mood reacts on the 
patients. 

The extra trouble in getting first-class sites 
and first-class architects will be repaid many 
times in human terms and clinical effectiveness. 

The R.1.B.A’s symposium this summer will 
provide an opportunity not only for airing 
technical issues of planning and equipment 
but also for discussing the broader questions 
of siting, layout, massing, planting and archi- 
tectural quality. Unless these questions are 
solved well, right at the start, our great new 
programme of hospital building will not 
fulfil its architectural promise. 





3% 


EVENTS AND COMMENTS 


THORN HOUSE 


The short reign of Thorn House, in Upper St. 
Martin’s Lane, as the tallest building in London is 
already over. Other buildings now going up are 
considerably taller, but I have not yet seen a better 
one. There is said to be an overall policy for tall 
buildings in London, one which will ensure that they 
are properly spaced and used to enhance the townscape. 
If this is really so it is difficult to understand the 
rumour that one of twenty-five stories is to be built 
within a few yards of Thorn House, which has twelve 

Thorn House is grand without being rich, and 
restrained without being austere. That overworked 
word luxurious does not come into it except, perhaps, 
in the main lighting showroom where there is excuse 
for luxury. The main entrance is impressive and relies 
on space and the texture of simple materials for its 
effect. The group of cylindrical lighting fittings fixed 
close to the ceiling contrasts with the emptiness of the 
glass on three sides of the hall, where the lift indicators 
flick from floor to floor with astonishing speed. A 
receptionist sits here at the focal point of three portable 
electric heaters. This must surely have been an after- 
thought. 


PORTCULLISES 


At present the gardening arrangements are a little 
bare. There is no landscaping as such, a group of 
young trees and some large stone flower boxes make no 
attempt to persuade us that it is anything but winter. 
Soon, no doubt, there will be a rush of spring flowers. 
A fountain is planned in the inner court. In order to 
deny the open space below the building to the public 
at night, Basil Spence has provided a series of port- 
cullises which, when not in use, are housed high above 
eye level. My impression is that they are not quite 
sturdy enough for their job. The medieval pattern 
should have been followed more closely. 


AMERICAN-STYLE OFFICES 


The main office floors are remarkable for their 
quietness. They are planned on the American system, 
with senior staff offices against the windows and a 
communal working space taking up the rest of the floor 
area. Departmental working areas are adapted by 
moving partitions where required. The usual dreary- 
looking partition system has been avoided by using 
rough-textured, plastics-covered panels to alternate with 
glass, and the effect is admirable. the boardroom on 
the top floor adjoins the main directors’ rooms and has, 
as one might expect, an elaborate lighting system. The 
atmosphere can be made warm or cold, doubtless 
depending on the temperature of the meeting to be 
held. 


ELABORATE WINDOW LIGHTING 


The .main lighting showroom, which is _air- 
conditioned, is in the long, low block which runs beside 
Upper St. Martin’s Lane and under the tower. At first 
glance very few lighting fittings can be seen. A few 
street lanterns are arranged low down for close inspec- 
tion, and the new series of low-powered spot lamps, 
as used in the current exhibition at the R.I.B.A., is 


THE ARCHITECT and Building News, 16 March 1960 


arranged in a formal display. The majority of the 
fittings are hidden in a deep egg box ceiling and can 
be made to descend singly by dialling a code number, 
and this neat device enables one fitting to be inspected 
at a time. I have seen it before elsewhere but not with 
the telephone dial. 

A set piece in the showroom shows the very advanced 
stage which shop window lighting has reached. The 
system demonstrated has a lighting console with 
switches and dimmers as used in the theatre. 
Fluorescent tubes in three colours and low-powered spot 
lamps are used and a number of different effects can be 
obtained. A console is required to every two windows. 
The firm has worked a lot on the problems of lighting 
food in shops and, although there were no live demon- 
strations in progress, information and advice is available 
on the correct treatment for meat and fish which, when 
lit with the wrong colour, can be quite unsaleable. 


POPULAR TASTE IN RADIO 


The lighting showroom leads into the radio and 
television showroom, and although the setting is much 
the same the standard of design of the objects on view 
falls with a bump. Here we are in the popular market 
where the sales manager knows what sells and what the 
public wants. There are slight indications, however, 
that the public might be going to want sets of better 
design externally, but treacly veneers, gold knobs, and 
curious unsimple shapes are still popular. This is all 
rather odd, because among the cookers on the floor 
below there is a marked tendency towards the clinical, 
scientific look. 

Thorn House is a good building. There is no non- 
sense about it. Its use of the site is admirable. Putting 
buildings on legs is a tricky business, for it is only too 
easy to create an arid, draughty back-all-round feeling 
in the space provided. As I came away I realized I 
had failed to ask what had become of the huge 
sculpture which was due to be fixed on the end wall 
over a year ago. 


CHURCHILL COLLEGE 


Work started last month on clearing the site for the 
construction of staff flats for Churchill College, Cam- 
bridge. This first part of the project, which will cost 
£100,000, is due for completion in September. The 
main contractors are Bernard Sunley & Sons Ltd. It 
will not be long now before Sir Winston is able to hear 
the ring of bricklayers’ trowels. 


PAVING PATTERNS 


Concrete Quarterly No. 43 contains an admirably 
illustrated article on paving. Not unnaturally it has a 


concrete bias, but this does not mean that all the 
pictures are of concrete slabs, although the uses of 
plain and textured concrete paving are clearly shown. 
It is good to see that a number of the best schemes 
come from this country. Although some slight refer- 
ence is made to black and white Spanish paving, it is 
surprising that nothing is said of the traditional 
Portuguese use of rough black and white marble paving 
as used in most elaborate patterns in the streets of 
Lisbon. 


NEW GRANTS FOR BETTER HOMES 
Tucked away on the second floor of the Empire Hall 
at Olympia is an exhibit which could do more for many 
an average man’s ideal home than almost anything 
else in the exhibition. The M.o.H. & L.G. is showing in 
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a small exhibition, and by means of a ten-minute film, 
how soundly built older houses can be brought up to 
the twentieth-century standards with the aid of a grant. 

A grant of half the cost with a maximum of £155 can 
be obtained, as a right, towards the cost of adding five 
basic improvements, bath or shower, wash-hand basin, 
w.c., hot water supply and food store. More extensive 
improvements can also be helped with a grant up to a 
maximum of one-half of the cost with a maximum of 
£400 at the discretion of the local council. The film 
illustrates such schemes. The Ministry estimates that 


there are some three million old houses in this country 
which could benefit from these grants. 


R.I.B.A. INDUSTRY NOTE NO. 1 


This is the first publication of the new R.LB.A. 
Technical Department, and consists of a delicate pale 
blue single A4 sheet upon which are described the 
history of the A series of paper sizes. It gives the sizes 
themselves and the sizes of envelopes to take them. The 
paper kicks off with a paragraph on the advantages to 
everyone of producing trade and technical literature to 
the standard size. This is a useful guide to all those 
users who think they believe in the A series but do not 
really know much about it. It is an important one for 
all advertising agencies and the manufacturers for whom 
they work. Useful though the sheet is, there is still, 
among the less enlightened manufacturers, a feeling 
that this campaign is just a private joke thought up by 
the R.I.B.A. and the B.C. They cannot know that B.S. 
1311 was drawn up by a committee drawn from British 
industry on the widest basis. Wider publicity is needed. 
A statement from all those organizations which believe 
the A series to be right for trade and technical literature 
should be issued as soon as possible. 


DR. DOXIADIS, EKISTICS, AND YOU 


Some wag the other day suggested that the R.I.B.A. 
might hold a Brains Trust composed of the speakers 
at its last three annual discourses. We were discussing 
this year’s event and wondering whether Dr. Doxiadis 
would prove to be a suitable member of such a team. 
We decided that he would qualify, and | am happy 
to say we were right. 

Dr. Doxiadis, the man who invented Ekistics, is not 
only a very remarkable person, but he has something 
to say, he says it very well, he uses simple words that 
we can all understand, with diagrams which are clear. 
Put shortly, he is an accomplished speaker. For an 
annual discourse this is quite important. I think I 
am right in saying that he was the first speaker in 
this series to have put his thoughts on paper before 
the day. For what is intended to be a pretty grand 
occasion this is quite important, too. 

In addition to being able to explain his theories 
clearly in a foreign language—although we are told 
that English is the official language in his Athens 
office—Dr. Doxiadis has a great advantage over many 
of the world’s planners. He has the opportunities to 
put his theories into practice, whether it be in Pakistan, 
Philadelphia or South America. He covered an 
immense amount of ground in his paper and ranged 
from ‘the overall world requirement for architecture 
today, and tomorrow; the expansion of cities; encase 
a six-year-old child in a steel jacket and what will 
happen?; and the fourth dimension in the growth of 
cities—so many houses a day and so much length of 
new street, converted into actual time to give a speed 
of growth over the ground; the correct linear growth 
of cities as opposed to the incorrect spread from the 
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“What Marples plans for first-floor shopping?’’ reproduced 
from “Punch” 


Raised footpaths along route || shown in this model of 
the Barbican area of the City of London. Architects: 
Chamberiin, Powell and Bon. A public inquiry into part of 
the scheme opened yesterday 














centre; the role of the architect, not as a builder of 
individual buildings, but as the great co-ordinator; the 
universality of modern architecture and its unchange- 
ability. In addition he found time to talk of the theory 
of design of the Acropolis, saying that the Erectheion 





The Education Extension Centre of Dacca University, 
Bengal, Pakistan, by Doxiadis Associates, described in Dr. 
Doxiadis’ discourse as a synthesis of similar elements which 
can expand and which presents a great variety of h 
building and human open space 


uman 


EVENTS AND 
COMMENTS CONTINUED 


was left unfinished on purpose, because an unfi 
building makes a greater impact on the visitor 
It was a refreshingly new angle on things 
of long words and airy nonsense and related, one felt, 
to hard fact. Dr. Doxiadis has got about the world 
no end and his organization in Athens, with a staff 
of 400, is an indication that he is not just an idle 
talker. Thank you, sir, for putting the R.I.B.A. dis- 
course on the map at last. 


ished 


devoid 


MEASURED DRAWINGS WITH A 
PURPOSE 


There is no very marked enthusiasm among architec- 
tural students generally for doing measured drawings. 


At one time it was almost a craze. People wh 
them now for fun are considered crazy by their con- 
temporaries. This is a pity. We live in a tim 
great demolitions. Those interested find it impossible 
to photograph all the worthy pieces of architecture 
which are torn down, let alone have them 
up and drawn out. 

The Leicester School of Architecture is making a 
double contribution in this field. Wherever possible 
the school’s policy is to organize group work for 
measured drawings on some building which is to be 
demolished. This provides the students with work of 
practical value and at the same time enables them 
to investigate the structure of the buildings by a little 
judicious private demolition. 

It is a sign of the times that there is no shortage 
of threatened buildings for the school to measure. The 
most recent to be dealt with was the Theatre Royal, 
Leicester, built in 1836. The drawings made by second- 
year students of the school are reproduced in a reprint 
from the transactions of the Leicestershire Archaco- 
logical and Historical Society for 1958, which has just 
been published. 
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Letters to the Editor 


Anti-dazzle Screens on M1 


Sir.—As your correspondent R. H. Mason suggests 
(A. & B.N., March 2, 1960), anti-dazzle screens of 
expanded metal may be the most practicable temporary 
answer to the problem of headlight dazzle on M1, though 
if so it is difficult to understand why they were not installed 
before the motorway opened. But for a long-term solution 
there are surely better screens, aesthetically more pleasing 
and more efficient in minimizing accident damage. Ex- 
periments in the U.S.A. with a type of rose hedge which 
has a very densely intertwined foliage have shown that it 


| will arrest a car striking it at impact speeds of up to 50 


m.p.h. without injury to the driver or appreciable damage 
to the car. It has also been found in the U.S.A. that the 
most reliable barrier to prevent runaway vehicles of the 


| heavier types from crossing the central reservation is a 


ditch or similar depression in the ground. 

Thus, while temporary screens of any suitable material 
are being erected, one can hope that consideration is being 
given to alternative methods—and there is some reason to 
believe that a rose hedge of the appropriate type, possibly 
reinforced by a shallow ditch, may be the ideal solution. 

Yours, etc., 
JOHN MCCANN 


Technical Staffs of Local Government 


Sir,—It is with some concern that we, as qualified 
professional technical staff, note that our status is steadily 
deteriorating by the recent reviews and salary awards. 
We feel that not enough is being done to reward the 
skill and technical knowledge which is at the disposal 
of local councils, and we feel that some recognition of 
our position should be made more apparent to local 
councils. With this in mind we wish for a general revision 
of the grades for suitably qualified technical staffs, other 
than the special grades of the conditions of service and 
we are suggesting the following three grades: 

Preliminary: £655 x £35(4)—£795 for assistants 
have completed their initial training, and graduates 
less than two years’ experience. 

Technical: £795 x £40(7)—£1,075 for assistants who 
are studying for their final professional examination, and 
graduates with more than two years’ experience. 

Professional: £1,075 x £50(6)—£1,575 for chartered engin- 
eers, architects, surveyors, town planners, etc., with at 
least five years’ experience. 

Points in our favour are that a graduate in civil or 
municipal engineering, architecture or town planning, 
between the ages of 16 and 30 years, earns rather less 
than a clerk in the general division. 

A further point is that even after the age of 30, a 
local government qualified technical officer will earn 
between 20 per cent and 50 per cent less than his 
counterpart in civil engineering, architecture or town 
planning and in the nationalized industries outside local 
government 

We would respectfully submit that, in our view, little 


who 
with 


| notice is taken of the fact that time and money is taken 


up in studying and sitting for examinations in order to 


| qualify for membership of the better known and accepted 


professional bodies. 

In achieving this we believe we are implementing the 
wishes of N.A.L.G.O. who have as their ambition a fully 
representative, qualified staff; this is to the ultimate 
advantage of the local authorities who will benefit from 


| fully trained and qualified staff. 


We believe such application, to work and study, should 


| be rewarded with such financial incentive as is deemed 


| 


appropriate for a person or persons who have decided 

to make local government their career and accordingly 

successfully qualified in their particular profession. 
While we are aware that N.A.L.G.O. has done some 
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Not corn on the cob but a model of residential towers, 
to be built in the projected Marina city development in down- 
town Chicago, Illinois. Cars will use spiral ramps to drive up 
to the nineteenth floor. Architects: Goldberg Associates 


very valuable work in the conditions of service for its 
members, we feel that, in the implementation of the 
awards, technical staff have lost a lot of leeway, creating 
anomalies and differentials that have borne hard on some 
members of long service. 

We sincerely hope that something may evolve eventually 
to suitably reward and attract new entrants into local 
government, but it is quite obvious that the present salary 
scales and their application will neither satisfy existing 
members nor attract new entrants, who have more 
lucrative offers of employment elsewhere. 

TWENTY MEMBERS OF THE BARNSLEY BRANCH 
OF N.A.L.G.O., BARNSLEY. 


Your Ideal Home 


Sir,—As one of my duties is to read everything that is 
published concerning the Daily Mail Ideal Home Exhibi- 
tion, you can imagine that I enjoyed a few moments of 
light relief when reading the report of your young reporter 
in “Events and Comments”. 

The sparkling inaccuracies which permitted him to 
describe the “Rooms with a Future” as “Rooms with a 
View” made one wonder whether he had seen the exhibi- 
tion from the roof. One sympathized with the doubt he 
expressed as to whether the replica of a Georgian House 
was “supposed to be today or yesterday”. Even young 
reporters cannot be expected to know everything. 

His bold, unqualified assertion concerning the green 
carpet covering the Grand Hall aisle, that “we are used to 
a new one each year”, was a little unkind to the makers 
of a fine Wilton, much of which has served us for years. 

While other architectural papers may have been more 
laudatory of our efforts in their comments, none has been 
so entertaining as your young reporter. 

Can it be that his guileless writings have encouraged 
our young architects to design the profusion of architec- 
tural monstrosities which, like giant mushrooms, are still 
further disfiguring the chaos which is London? 

Yours, etc., 
PATRICK MURPHY, 
The Press Representative. 
Ideal Home Exhibition. 


| standable generally. 
| readable, and are to be written less for the student or 


NEWS 


Hospital Competition 


Sheffield Regional Hospital Board invite architects, 
resident in Great Britain, Northern Ireland and Eire, to 
submit designs in competition for a new hospital to be 
erected at Boston, Lincolnshire. The assessor will be Mr. 
John Murray Easton, F.R.1.B.A. 

The competition will be conducted in two stages, the 
preliminary stage, comprising a sketch scheme showing, 


| to a small scale, plans, sections and elevations in sufficient 


detail to explain broadly the general planning, massing 
and composition of the scheme. Six competitors will be 
selected from this stage to proceed to the final stage and 
to prepare more detailed schemes in accordance with the 
requirements set out in the conditions. Each of these 
finalists will receive a premium of £500, provided that 
such schemes are in accordance with the conditions. The 
author of the design placed first will receive, in addition 
to the premium of £500, a further premium of £1,500, 
both sums to merge into the fees payable to the author 
of the selected design. 

Applicants must be registered under the Architects’ 
Registration Acts 1931 and 1938 or, being qualified for 
registration, have already made application to the Archi- 
tects’ Registration Council on the prescribed form to be 
admitted to the register. When applying, the applicants 


| should state their registration numbers, and in the case of 
| an unregistered person who has made an application for 


registration, the date of such application and the number 
of the receipt issued by the council. Where application 
is made by a firm, the registration numbers of the archi- 


| tect partner or partners of the firm must be given. 


Applications for conditions, schedules of accommo- 
dation, site plans, etc., accompanied by a deposit of 2gn, 
are to be addressed to Leonard W. Faulkner, secretary 
to the Sheffield Regional Hospital Board, Fulwood House, 


| Old Fulwood Road, Sheffield, 10. 
| 
The Late Edmund Howard 


It is with deep regret that we record the death of 
Edmund Howard, F.R.L.C.S., a senior partner and one of 
the original founders of the firm, Howard, Fairbairn & 
Partners. 


Tea and Ancient Monuments 


Mr. Harmer Nicholls, M.P., Parliamentary Secretary to 


| the M.o.W., has announced new plans for the development 


of ancient monuments and historic buildings in the care 
of the M.o.W. 


Facilities for tea are going to be provided at the sites. 


| The official season tickets, previously costing £1, are to 


be reduced to 7s 6d. The number of signposts is to be 
increased, and descriptions are to be made more under- 
Brochures are to be made more 


archaeologist. Picnic spots are to be provided. Pageants 
and plays are to be staged in suitable places. The motor- 
ing organizations are to be invited to include ancient 


| monuments on their route maps. A series of pictures of 
| reconstructions are being prepared by Alan Sorrell. 


More 
leaflets are to be provided in French and German. Mr. 
Harmer Nicholls was careful to add that all this did not 
mean the introduction of juke boxes. 

A new presentation committee of the M.o.W. is to be 
formed to put all this into practice. The committee will 
consist of the parliamentary secretary of the day, the 


| chief information officer and representatives of the admini- 


stration, and Welsh and Scottish departments of the 
M.o.W. 

The income from visitors and the sale of guide books 
at ancient monuments last year (a record year) was 
£288,000, but maintenance and upkeep generally cost 


' about £600,000. 


Continued on page 340 
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NEWS CONTINUED 


Solid-fuel Appliances on Credit 


The National Coal Board will shortly operate a credit 
scheme whereby domestic and small-scale industrial con- 
sumers can purchase solid-fuel appliances and pay for 
them over a period of between two and five years, depend- 
ing on the cost involved. The money will be provided by 
Forward Trust, a subsidiary finance house of the Midland 
Bank. No deposit will be necessary, the interest rate will 
be tied to the present five per cent Bank Rate, and the 
first monthly instalment will become payable at the time 
of the advance. Tax relief will be able to be claimed 
on interest paid, and also on Schedule A maintenance 
claims. Each loan will cover the cost of installation, con- 
sultants’ fees and, where necessary, cost of decoration 
Thus, the customer will only receive one bill for the whole 
job. 

Range of equipment will cover a wide field, including 
central heating, and installations could be in office blocks, 
small factories, houses and conversions. 


Progress in Expanding Towns 


At a London County Council meeting last week on 
Civil Defence, the Housing Committee reported on decen 
tralization of population and industry. About 2,373 London 
families have been provided with employment and homes 
by schemes under the Town Development Act 
already operating at Aylesbury and Bletchley (B 
Haverhill (Suffolk), Luton (Beds), Thetford (Norfolk 
Swindon (Wilts). Of these, 1,878 families have 
nominated from the housing waiting lists of the L.C. 
the Metropolitan Borough Councils through the 
trial Selection Scheme. 

Agreement in principle has been reached for the exten- 
sion of the expansion schemes at Thetford and in the 
Luton rural district. Terms and programming of these 
agreements will be settled later and the Thetford scheme 
may be for as many as 5,000 people additional to the 
current expansion scheme for 5,000. 

As a result of advertising, exhibitions and other forms 
of publicity, the Council’s Industrial Centre has inter- 
viewed 1,350 firms interested in transfer to the expanding 
towns. Of these 220 have seriously considered transfer 
and have been introduced to the expanding towns and 39 
London firms have now already moved there 
decided to do so. 

To stimulate the movement of small firms, the committee 
are considering ways and means of giving them more 
positive assistance during the initial period of transfer 
The Metropolitan Borough Councils are to be asked to 
co-operate by informing the L.C.C. before or whe 
trial premises become vacant. 
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Housing Progress up to January 31, 1960 


The number of permanent houses completed in Great 
Britain during January 1960 was 20,751, compared with 


18,293 in January 1959. Public authorities 
of this total, and private builders 11,167. 


built 9.584 


Builders’ Benevolent Institution 


The following officers have been elected as office bearers 
for the coming year. The president: P. Fotheringham- 
Parker, F.1.0.8. (Patman & Fotheringham Ltd 
president and honorary treasurer: H. J. Falkus 
(Faulkus Bros. Ltd.). 

The annual dinner of the institution will be held at 
the Dorchester Hotel at 6.30 for 7 p.m., on Tuesday, 
April 5. The guest of honour will be Lord John Hope, 
Minister of Works. Tickets, price 45s each, are available 
from the secretary at 47 Bedford Square, W.C.1 


vice- 
F.1.0.B 
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Bill to Strengthen Control of Caravan Sites 


Government proposals for the better control of caravan 
sites and for strengthening the planning enforcement 
machinery generally are contained in the Caravan Sites 
and Control of Development Bill, published last week. 

The main purposes of the Bill are: 

(1) To introduce a new system for licensing caravan 
sites, whether for residential or for holiday use, with 
penalties for unlicensed operation or for breaches of 
licence conditions; 

(2) To make special provision for the review of caravan 
sites already established: 

(3) To give local authorities a statutory power to pro- 
vide and manage caravan sites themselves (if necessary, 
to take over existing sites); and 

(4) Over development in general, to make good defects 
in the existing enforcement provisions, where the decision 
of a planning authority or of the Minister has been dis- 
regarded, or when development has been carried out with- 
out permission. 

The caravan provisions of the Bill apply to Scotland 
as well as to England and Wales. The changes in enforce- 
ment procedure do not, because the Scottish enforcement 
system differs from the English. 


A New Code 


The Code of Standards for Advertising on Business 
Premises has been published by the consultant committee 
of the Advertising Association (see A. & B.N. February 2 
and February 10, 1960). 

The code, which is voluntary, has been prepared for the 
guidance of advertisers, agencies, manufacturers, the 
owners Of business premises and contractors of installa- 
tions. It is meant to deal with advertisements which might 
spoil local amenities because they are too frequent, too 
crowded or badly arranged. The code deals with respon- 
sibility, planning authorities, construction of advertise- 
ments, maintenance, cleaning; advertisements in private 
forecourts and fixed to premises ; how to adopt the recom- 
mendations, and how the code would work in the case of 
existing advertisements. There is a foreword by Mr. 
Brooke, Minister of Housing and Local Government, 
and a preamble by Lord Luke. Copies may be obtained 
from the Advertising Association, | Bell Yard, W.C.2. 


R.LC.S. Annual Dinner 


The annual dinner of the Royal Institution of Chartered 
Surveyors was held at Grosvenor House, Park Lane, W.1, 
on Tuesday, March 8. 

The Rt. Hon. Selwyn Lloyd, C.B.E., T.D., Q.C., M.P., Secre- 
tary of State for Foreign Affairs, proposed the toast of the 
Royal Institution to which the president, Mr. John L. 
Postlethwaite, replied. The toast of the guests was pro- 
posed by Mr. Henry W. Wells, c.B.£. (Member of Coun- 
cil), and the response was made by Dame Evelyn Sharp, 
D.B.E. (Permanent Secretary, Ministry of Housing and 
Local Government). 


Carpack in London 


The garaging and parking system known as “Carpack” 
was demonstrated last week in the basement garage of 
Bow Bells House at Cheapside, London. This system 
enables cars to be double parked behind one another. 
In this way one-third more cars can be parked and all 
still be easily accessible. The system uses up twice as much 
space for actually parking the cars, but overall savings 
can be made on ramps, manoeuvring space, etc. 

“Carpack” is a system of robust movable platforms, 
driven by one electric motor which enables cars to be 
moved sideways. The platforms, 12ft long, onto which 
the cars are driven, each consist of two pressed steel 
troughs, fixed to a framework. This assembly runs on 
four pairs of ball-bearing rollers, which touch on flat steel 
rails, flush with the floor. A centre rail raised above the 
floor, together with a pair of grooved wheels, acts as a 
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guide. There are gentle ramps at each end of each trough, 
so that cars can be driven smoothly onto and off the 
platforms, without difficulty or danger. The platforms 
are linked together by automatic coupling, and are 
uncoupled by a foot pedal, painted red. The end platform 
on the right-hand side (facing the rows of cars) is coupled 
to a motor-driven winch, which can be situated outside 
the garage for safety reasons. Push-buttons control the 
driving motor, and these are situated on convenient posts 
in between the rows of cars. Electrically interlocked and 
mechanically linked safety barriers prevent cars being 
driven off or onto moving platforms. 

The equipment complies with the requirements of the 
London Council, the London Fire Brigade, the insurance 
authorities and the Metropolitan Police. Normally the 
space for each car has to be 8ft by 10ft, according to 
current requirements in the London area. Drainage is 
simple as the floor of the parking area is completely clear, 
except for one projecting guide rail for each row of cars. 

It was invented by G. Falkiner-Nuttall, who is a member 
of the firm of Balfour, Beatty Ltd., civil engineering 
contractors. In 1940 he constructed for the Finsbury 
Borough Council a shelter for 2,000 persons. This scheme, 
which uses ramps, was conceived and built as a future 
car park. 


R.I.B.A. Notes 


A meeting of the R.I.B.A. Council took place last week 
and on the following day a Press conference was held 
by D. E. E. Gibson, vice-president, as Basil Spence, the 
president, was away. 


Presentation of Royal Gold Medal 


The presentation will take place on April 5. Large numbers 
are expected to attend this ceremony, and arrangements 
have been made for a closed circuit television broadcast 
in the Florence Hall for those who arrive too late to 
get into the Jarvis Hall. 


Allied Societies’ Conference 


Mr. H. Jackson, chairman of the conference for the 
session 1960-61, will become a vice-president, R.I.B.A., 
for the coming session. 


Brighton College Recognized 


The council have agreed that the five years’ full-time 
diploma course be recognized for exemption from the 
R.I.B.A. final examination. 


Another Deputy Secretary 


The council have agreed to appoint a deputy secretary 
to the Board of Architectural Education. This appoint- 
ment will in no way affect the duties, responsibility and 
salary of Mr. Everard Haynes, present secretary to the 
board. 


A New Board of Architectural Education 


The council have agreed that the existing Board of 
Architectural Education should become an _ advisory 
council on architectural education and that a new 
executive board consisting of only 12 to 15 members 
should be appointed who will report direct to the council. 

The new board will include the president of the 
R.LB.A. and a visiting body. The visiting body will 
consist of a chairman, vice-chairman and honorary secre- 
tary, chairman of the schools committee and another 
recognised school’s head, four ordinary members (two 
in private practice and two official architects), a repre- 
sentative of the M.o.E., a representative of the Scottish 
education department, a representative of the A.A. and 
a representative from the R.I.A.S. 
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The ward block of the new £2,600,000 general hospital at 
Altnagelvin, Londonderry, for the North-West Hospital 
Management Committee. The hospital, designed by Yorke, 
Rosenberg and Mardall, is occupied, but not quite completed 


R.I.B.A. Technical Information Service 


The council have agreed to appoint a technical editor 
to get the first of a series of R.I.B.A. notes under way. 


R.1.B.A. Finances 


In December, 1958, the council decided that all sur- 
pluses of income over expenditure of ordinary funds in 
the years 1958-61 should be put to a “Development 
Fund”. 

The surplus in 1958 amounted to £11,759 and in 1959 
to £18,775; after various deductions the net total of 
the funds stands at £26,534. 

The council are going to pay off an additional £21,000 
of the mortgage in June, 1960. When this is done the 
outstanding debt will be reduced from £64,750 to £42,875. 
The date of discharge will have been brought forward 
from 1978 to 1972 and the interest payable in 1961 and 
subsequent years will be reduced by not less than £1,155 
per annum. 


Appointment of Deputy Librarian 


The council have agreed that a deputy librarian be 
appointed. The librarian has virtually the same staff as 
had Edward Carter in 1930. The R.I.B.A. are looking for 
a good professional librarian of some experience, with a 
university background, good knowledge of languages and 
a diplomatic personality. The salary scale is £1,100-£1,800. 


I.U.A. Congress, 1959 


The council of the Building Centre have voted the 
sum of £1,000 to be handled by their technical committee 
for the purpose of arranging functions and an exhibition 
for the I.U.A. Congress. 


Comparison of Professional Incomes 


The council decided that immediate action should be 
taken as follows on the Royal Commission's report : 
(1) The policy committee will look at the overall impli- 


Continued on page 342 
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cations for the institute. (2) The professional relations 
committee will be responsible for co-ordinating the work 
of all those committees of the institute which are al 
by the report. (3) The allied societies will be asked 
to consider the paper and submit their observations 
(4) A comprehensive survey of architects’ offices will be 
prepared. (5) The County Architects’ Society, the City 
and Borough Architects’ Society and the Association of 
Official Architects will be invited to comment. (6) A 
letter will be sent on behalf of the council to the Minister 
of Health and Chancellor of the Exchequer expressing 
support for the commission’s proposal that the Board 
of Inland Revenue should collect and make available 
information about professional earnings. (7) This paper 
will be published in the Journal and technical press 

The institute’s secretariat have told the council of the 
R.LB.A. that a fresh look at the content of architectural 
education is necessary in view of the report. Account 
must be taken of higher intellectual standards and needs 
of architectural practice tomorrow. The officers of the 
board of architectural education are planning a con- 
ference, to take place later this year, on similar lines 
to the 1958 Oxford Conference. 


tected 


Law and Administration 


The New Planning Orders 


The Minister of Housing and Local Government has 
published Circular 10/60 in which he gives advice to loca! 
planning authorities and others upon the manner which 
the powers given to them by the two new Orders (reported 
last week in this column) should be operated. 

The first of these two new Orders is the General 
Development (Amendment) Order, 1960, which brings cer- 
tain large agricultural buildings under the control of 
planning authorities. 

“The Minister considers that this step is required in 
order to ensure, where necessary, that these large buildings 
are sited with due regard to local amenities: but he looks 
to planning authorities to exercise this control with a full 
and detailed appreciation of the needs of agriculture, and 
in particular the desirability of not impeding the develop- 
ment of new and efficient methods of food production.” 

The Minister goes on to stress the importance he 
attaches to close consultation between planning authorities 
and the National Farmers’ Union and the Count ind- 
owners’ Association. 

“He also regards it as important that these general dis 
cussions should be supplemented by informal consulta 
tion between planning authorities and individual farmers 
and landowners about particular development 
including projects which are not covered by this 
but which might give rise to amenity problems. / 
authorities can do much to encourage this type 
sultation, which the agricultural organizations have 
taken to foster as much as possible, by their 
to respond promptly to inquiries about particular } 

The second Order which the Circular discusses 
which amends the Use Classes Order; this, it 
recalled, has the effect that the Use Classes Orde 
longer grants consent for change of use from that 
shop of any general kind to that for a motor-car 
room. Such a change now requires express per! 

“In making this amendment, the Minister is co 
primarily with the effects which these changes of use may 
have on road traffic and, in certain circumstances, on local 
amenity. It is not his intention that unnecessary restric- 
tions should be placed on the development of the motor 
trade in response to public demand. Accordingly, he 
asks planning authorities to examine proposals strictly 
on their merits, and to withhold permission only if satisfied 
that the particular proposal is objectionable on traffi 
grounds or some other substantial reason.” 

Because of an amendment made to the tern 


jects, 
Order 
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General Development Order, 1950, it is not necessary to 
obtain permission to make the change back from a car 
sales showroom to a shop of a normal kind. 


War Damage Site Clearance 


In May, 1945, the Treasury issued a direction, under 
the War Damage Act, 1943, to the War Damage Com- 
mission. This direction authorized the commission to pay, 
in addition to certain value payments, the reasonable net 
cost of clearing a site of debris and the useless remains 
of buildings and structures. The commission have fol- 
lowed that practice ever since, but in 1958 doubts were 
cast upon the validity of these provisions and accordingly 
the Government decided to put the matter beyond doubt. 
They have introduced into the House of Commons a 
Bill, the War Damage (Clearance Payments) Bill, which is 
designed to give retrospective validity to all the site 
clearance payments made under the direction and to 
authorize future corresponding payments. 

The Bill received its second reading on February 17, 
1960, and now goes to Committee. It is, perhaps, interest- 
ing to note in passing that the Financial Secretary to the 
Treasury, Sir Edward Boyle, reported in the debate that 
the commission had paid out a total of £1,255 million to 
date. As late as last year £134 million was paid out. 
The total sums already paid and to be validated by the 
new Bill is estimated to be about £24 million 


Coming Events 


The Design Centre, London 
Now, until April 2, at 28 Haymarket, S.W.1 


Bedrooms”, a large-scale special display 
bedrooms 


“And so to 
dealing with 


The Council of Industrial Design, Scottish Committee 
Now, until April 9, at 46 West George Street, Glasgow, C.2 
A special display of Scottish products. 


The Housing Centre Trust 

March 22, at 6 p.m., at the Housing Centre, 
Street, Haymarket, S.W.1 
London” Chairman, 


13 Suffolk 
“A Planning Study of Greater 
Professor Sir William Holford, M.a., 
F.R.LB.A., M.T.P.I Joint annual meeting of the Diploma 
Students of the Department of Town Planning, University 
College, London, and the Housing Centre Tuesday discussion 
meeting audience 


London County Council 


Now, until March 19, from 10.30 a.m. to 8 p.m., at County 
Hall, S.E.1 An exhibition on “Crafts in London Schools”. 


Master Carvers’ Association 

Now, until March 31, at the Gallery of The Building Centre, 
Store Street, London An exhibition of the work of the 
members. Mondays to Fridays, from 9.30 a.m. to 5 p.m. 
Saturdays from 9.30 a.m. to | p.m. 


B.B.C Network 
Matters” 

“The Perfect Atmosphere to Live and Work In”, by Hamish 
Jamieson, M.1.MECH.E., president of the Institution of Heating 
and Ventilating Engineers 


Three, on March 22, at p.m. “Building 


The Building Centre, London 

March 23, at 12.45 p.m., at Store Street. Lunchtime film 
show, “Raising the Roof, A Visit to Berkeley, June, 1959” 
(shows progress made on construction of Berkeley Nuclear 
Power Station, Glos), and “Laingspan” (a new concrete con- 
structional system), John Laing & Son Ltd. 


British Road Federation 


From March 18 to 26, at the Institution of Civil Engineers, 
London, from 10 a.m. to 6 p.m. (including Saturdays), an 
exhibition. “Car Parking”. 


Cement and Concrete Association 

March 17, at 7.15 p.m., at the Hammersmith College of Art 
and Building, Lime Grove. “Building High”, by N. Wakefield, 
to a public audience (organized by the Ministry of Works) 
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PETROL FILLING STATION, WESTERN AVENUE, LONDON 


Architects: CHALLEN and FLOYD 


16 March 1960 


Quantity Surveyors: H. G. BABEY and Partners 


Te new building replaces a pre- 
vious building, which stood on the 
same site just- east of this roundabout 
junction of Western Avenue and 
Greenford Road. 

The clients (Messrs. Shell Mex & 
B.P. Ltd.) required a building which 
would be clearly seen by traffic ap- 
proaching from the west, as this site 
is on the left-hand side of Western 
Avenue (a dual carriageway) when 
approaching London. Consequently 
the tower has been placed within the 
intersection of the building lines on the 
main and side roads, and it has been 
given vertical emphasis to make it 
visible. 


Three pump islands have been pro 
vided, two with three pumps for private 
vehicles, and one with two pumps for 
commercial vehicles. A small oil store 
and lavatories are placed at the rear 
covering the site, and five 3,000gal 
underground petrol storage tanks laid 
in the forecourt. Access to the site is 
from Western Avenue, across a service 
road, and traffic leaves the site via the 
same service road a little way up 
Western Avenue towards London. 

The tower building contains on the 
ground floor a hexagonal sales area 
glazed on four sides, the other two 
sides are in brickwork to take a dis- 
play fitting for accessories. 
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COST ANALYSIS OF FINAL PRICES 


Work started .. a ~ x March 1959 
Work completed ya 2 * May 1959 
Type of contract: Negotiated contract on bill of quantities 
Superficial area of buildings .. a . 770 sq ft 
Superficial area of forecourt .. 10,664 sq ft 

Total cost .. 6 > 7. £9. 840 5 2d 


Total 
£ s 
Preliminaries and insurances 772 12 
Demolition and work on site . 701 
Store and toilets € ze ap 900 11 
Sales Building e e ve 2,856 8 11 
Forecourt breakdown: 
Electrician .. * oe © 1,195 15 
Drainlayer .. fs ‘ ® 519 17 
Special installation works + 1,138 
External work and forecourt i. 1.755 10 O 
Forecourt total ne a ee 4609 5 § 


Cost per ft super of toilets - £3 10 4d 
Cost per ft super of sales building .. £5 11 Id 
Cost per ft super of forecourt fs £2 6 10d 











PETROL FILLING STATION 


| and 2. The staircase in the tower shown in 3. The staircase is 
made up out of steel sections welded together. The treads are 
made from hardwood. The tower contains a sales area on the 
ground floor and stores above 


SECTION THROUGH TOWER WW SCALE: 1 IN=8 FT 
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The top part of the tower is an 
illuminated hexagonal drum _ glazed 
with coloured glass panels, the final 
design of which is still the subject of 
negotiations with the Ealing Borough 
Council. The present proposal is to 
have the letters “B.P.” in large white 
capitals (in type similar to the 
“roundabout”) on alternate panels 
of green, with the remainder of the 
panels in yellow. Pending this, the 
panels are grey. The tower building 
stands on an island surround which 
contains air and water towers and 
petroiler. 


Tower Construction 


The tower is steel framed construc- 
tion, with 9in by 7in stanchions up to 
first-floor level, and 6in by 44in there- 
after. 

6in by 44in R.S.J’s are cantilevered 
two ways across the tops of the stan- 
chions at first-floor level, and the end 
of the R.S.J’s are connected at the 
centre and also at the perimeter by 
Sin by 24in channels. The brick wall 
to the sales room is 9in thick and the 
drum is constructed of 3in thermalite 
blocks (to comply with fire regula- 
tions) laid on the 6in by 44in R.S.J’s 
and then finally covered by a circular 
drum of “Noral” industrial corrugated 
aluminium sheeting, anodized black. 
The sheeting spans from the top to the 
bottom of the tower without inter- 
mediate support. The hexagonal lan- 
tern is a continuation of the steel 
frame, cased in “Noral” and plain 
Aluminium Sheeting at the base, and 
framed in hardwood with painted 
green panels above. The circular stair- 
case from the sales room is in welded 
steel, and is free from the rest of the 
structure. 

The forecourt has 6in_ concrete 
aprons around the pump island, with 
the remainder in 3in tarmacadam. The 
petrol storage tanks are in mass con- 
crete pits. 

The oil store is in 9in Fletton brick- 
work painted black and white, with 
slatted timber doors and screen. 

The cost was exclusive of petrol 
pumps and petrol storage tanks, but 
including all other work, together with 
the demolition of the previous struc- 
ture, £9,840 5s 2d. 

The development was completed in 
eight weeks, including demolition. 
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Sub-contractors and suppliers: 
Aluminium Northern Aluminium. 


Electrical Messrs. Froment 
Paint: Messrs. Vitretex. 


The elevation as seen when 
driving south-east along the ‘ 
Western Avenue towards Pa oes 
London. The service station ; 
is particularly designed for 
traffic coming into London 
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Photos: JEAN BIAUGEAUD 


EXHIBITION HALL, NEUILLY, PARIS 


Architects: CAMELOT. de MAILLY and ZERHFUSS 
Engineers and Contractors: BALENCY & SCHUHL, BOUSSIRON, and COIGNET 


HE construction in Paris (just be- 

yond Pont de Neuilly) of a new 
exhibition hall, known as the Exhibi- 
tion Palace of the National Centre of 
Industries and Technology, has 
aroused interest because of the 
unique design features and construc- 
tional methods employed. It will serve 
primarily as a permanent exhibition 
hall for machinery, industrial equip- 
ment and general products and as an 
industrial information centre. 

The hall is constructed entirely in 
reinforced and prestressed and post- 
tensioned concrete, and the most un- 
usual feature is a self-supporting thin 
concrete shell roof. The roof is domed 
and the apexes rest at ground level on 
three massive prismatic concrete abut- 
ments. It has an area of 237,000 sq 
ft and occupies a space of equilateral 
triangular shape with sides measuring 
738ft. Each of the three spans has a 
surface area of 75,000 sq ft, which is 
the largest area supported at a single 
point. In addition it is the longest 


known span of a thin shell vaulted 
structure and measures 380ft from 
each abutment to the crown 

The roof crown, where the three 
spans meet, is 157ft above ground 
level, and the flooring has an exhibi- 
tion area 290,000 sq ft to accommo- 
date heavy machinery. Additional 
exhibition space, with a floor area of 
810,000 sq ft, is constructed beneath 
the facades on the three sides of the 
hall. The time scheduled to complete 
the structure from the date the site 
became available was 21 months. 
This included the time taken for the 
initial removal of 130,000 cu yd of 
earthwork. 

The architects were Messrs. 
Camelot, de Mailly and Zerhfuss. 
Three major French civil engineer- 
ing contracting firms, Balency & 
Schuhl, Boussiron, and Coignet have 
collaborated in carrying out this pro- 
ject. 

The design and method of construc- 
tion of the shell roof made necessary 


Continued on page 349 





Below, one of the three 
main spans which form the 
triangular roof. Each span 
is 380ft long from abutment 
to crown and is 75,000 sq 
ft in area 
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EXHIBITION HALL 


Top right, the hall in use with an 
exhibition in progress. Bottom right, 
expansion joint in galleries 
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use of a premier quality steel (with 
a Portland cement base) to give 
an ultimate tensile strength of 6,100 
lb/sq in, and also required special 
methods of concrete placing and 
compaction. The roof consists of 
a thin double shell, which is cor- 
rugated in form for extra strength 
(Six groups of nine successive co1- 
rugations converge from the abut- 
ments to the crown.) Each shell 
is 2:36in thick near the crown, 2:Sin 
thick for the main sections, and up to 
23-6in thick at the abutments. The 
shells, which are spaced 6-2ft apart at 
the crown and 9ft apart at the abut- 
ments, are connected by pre-cast 
reinforced concrete webs 2-36in thick 
to provide sufficient resistance against 
shear, serve as a rigid framing be- 
tween the two shells, and distribute 
the concentrated non-symmetrical 
forces to the various shell sections. 

Additional support is provided by 
pre-cast transverse membranes spaced 
at 30ft intervals, which also transmit 
local forces. The resulting structure 
has all the properties of a fuselage or 
a plane wing, in that it combines light 
weight with exceptional resistance to 
bending, torsion, buckling and static 
and dynamic stresses in all directions. 

The crown wall, where the six 
groups of nine corrugations meet, 
consists of three special transverse 
members designed to withstand and 
distribute the tremendous pressures 
and forces imposed on this section of 
the roof. At the same time it was 
necessary to keep the overall weight 
of this section plus the total weight 
of the roof to a minimum and also 
maintain a very high safety factor. 

Owing to these seemingly conflict- 
ing requirements, new methods of 
construction had to be devised to 
meet these new concepts in design. 
One of the most important of these 
new methods was a special system of 
concrete vibration in order to place 
and compact the dry special concrete 
mixes used in the roof construction. 
This system, utilizing a high-frequency 
low-amplitude vibrator in conjunction 
with a light float for surface tamp- 
ing, was developed by Vibratech- 
niques of Paris, who manufacture 
these new turbo-pneumatic concrete 
vibrators. 

Had the contractors used the con- 
ventional low-frequency and _high- 
amplitude system of vibration they 
would have found great difficulty in 
obtaining efficient compaction and, 
at the same time, maintaining the re- 
quired shell thicknesses. The shell 
roof angle of slope of 35 deg makes 
it a difficult proposition to prevent 
movement of the concrete mass down- 
wards during compaction. S.T.V. 
equipment, however, had the advan- 
tage of ensuring maximum compac- 
tion of the concrete, thereby giving 
the maximum strength, without dis- 
placing the concrete into irregular 
thicknesses when being vibrated. 
This enabled the contractors to main- 
tain the uniformity of depth required 
in the design of the shell roof. The 


The roof under construction before the upper shell of the double shell roof 
was completed. Lateral webs and transverse sections can be seen in the fore- 
ground over which were placed open-type shuttering 
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shuttering was of the open type, and 
the specially designed S.T.V. floats 
were used both as compactors and 
surface finishers. 


Roof 


The f was concreted in bays, 
each being supported by scaffolding. 
Each bay was completed in three sec- 
tions, the sections being fully vibrated 
into posit before the succeeding 
section was placed. Each float 
weighed approximately 20lb and was 
40cm sq To the float was fitted 
a type IA S.T.V. External Vibrator, 
which develops a centrifugal force of 
770ib at a frequency of 20,000 per 
min 

Concrete for the three main abut- 
ments was placed by using three 
S.T.\ Immersion Vibrators. The 
abutments are linked to each other 
underground by vast tie members 
consisting of multiple high-tensile 
steel cables capable of resisting a pull 
of 3,700 tons. The tie members are 
firmly anchored to each abutment and 
form the prestressing system in addi- 
tion to 1intaining a rigid founda- 
tion support for the roof. 

More than 50 columns, cast in situ 
because of their great weight, 
approximately 35ft high, grooved 
and with a hexagonal cross section to 
support the main hall floor were 
placed by using S.T.V. 4C. (4in 
dia) External Vibrators. In normal 
circumstances this vibrator would 


be too large for the cross-sectional 
area, but due to the high frequency 
and low amplitude there was little 
danger of over vibration. Each 
column was left with an excellent 
surface finish requiring no additional 
facing treatment and at the same 
time the correct degree of com- 
paction was ensured. These columns 
support the equilateral triangular 
flooring sections, each weighing 4-5 
tons with sides of 20ft. 
Watertightness of the roof is 
effected by the compaction of the 
concrete suitably vibrated and en- 
riched with cement and smoothed at 
the surface. Due to the high com- 
pression throughout the shell and 
double curvature, cracks are not 
anticipated but the added precaution 
was taken to ensure complete water- 
tightness by coating the roof with a 
light colour polyester-based paint. 


Concrete Making 


All concrete used was transported 
from a central batch-weighing plant 
in 3 cu yd truck mixers. The batch- 
ing plant was located 24 miles from 
the site at a pre-cast plant where all 
the pre-cast roof membranes and trian- 
gular flooring elements of the main 
hall, including the rectangular floor- 
ing slabs used in other parts of the 
hall, were fabricated. The total 
quantity of concrete used in the con- 
struction is estimated at 75,000 
metric tons. 


The covered car access at first-floor level beyond the main entrance, see steps 


extreme right. 
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Note the quality of the concrete work on the fascia of the roof 
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DINING PAVILION AT PINE MOUNTAIN, GEORGIA, 


Architects: AECK ASSOCIATES 

Structural and Mechanical Engineers: DRAKE and FUNSTEN 
Electrical Engineer: CHARLES F. HOWE 

Furniture: HERMAN MILLER 

Light Fixtures: LAM WORKSHOP, INC. 

Contractor: BEERS CONSTRUCTION COMPANY 





The structural shape 
which is repeated over 
the dining area to 
provide shelter, princi- 
pally shade. There are 
further structural details 
on page 354 


DINING 
PAVILION 
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4 SECTION THROUGH RESTAURANT 


The back of the service area which is made of concrete blocks of alternately 6in and 


8in thickness 





O” diameter 











Opening for dome 
\3' rc. slab 
Tporex’ soffit slab 


galv. screen ¢ golv. bar frame 

laid in mastic bed 20° dio 

prowde’ 5/4" pipe in slab, flush edges 
3‘ pipe, threaded !'/2"above basin, 
jossomr drain screwed in 


V2" chamfer at joint of column pouring 


18° dia. column 
dia. steel pipe, 
2 coats’ rustoleum inside 


conc. toppi 
3"conc. slab. mesh re-inforcing 


DETAIL SECTION THROUGH 
STRUCTURAL SHAPE 
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PAVILION was required on a 

site between two bath houses 
near the beach of a large lake used 
for swimming. The maximum seat- 
ing capacity was to be about 1,000. 
The building is to be used only for 
the season, which is from early spring 
until autumn. 

The Ida Cason Callaway Gardens 
are a tract of some 5,000 acres of 
wooded lakeland countryside, There 
are facilities for swimming, fishing, 
boating, golfing, etc, and a club 
house with a restaurant. The area 
has been extensively landscaped with 
flowers and shrubs. Buildings are 
half timbered and made from rough 
hewn beams with wood shingle roofs; 
the walls are stuccoed. The bath 
houses on either side of the new 
pavilion were made of rough sawn 
boards on battens. 

The architects considered that the 
style of the new pavilion might well 
be similar to the other buildings. 
But after some thought they decided 
to use a plant form which could be 
made from reinforced concrete and 
repeated a number of times to make 
a building. They finally settled for 
the unit shown in the drawings and 
photographs. 

They considered the possibility of 
casting the shape on the ground, but 
they found this to be uneconomic, 
since the shapes would have to be 
lifted into position by a crane which 
would have to be brought several 
hundred miles to the site. 

The shapes were made by using 
paper moulds for the columns. The 
top was made from these moulds 
mounted on rollers which were 
moved up to the column and locked 
together. The mould for the flaring 
section was made of wood by a 
pattern maker. The moulds were so 
well made that it was not necessary 


Top, dining area. Above, service area 
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to rub down the joints between the 
sections after casting, as was origin- 
ally specified. 

The site slab was topped with 2in 
of coloured concrete in a pattern of 
alternately light and dark equilateral 
triangles. The apexes of the triangles 
are towards the columns. 

The colours used on the furnish- 
ings are very varied. The chairs are 
made of red, orange, yellow and blue- 
green plastics. The table tops are white. 
The suspended light fittings are colour- 
ed orange, yellow, blue and white. 
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Some light is admitted from over- 
head through translucent plastic 
bubble skylights set in a light blue 
painted concrete deck. Service and 
rest room walls are made of stepped 
concrete blocks of alternately 6in and 
8in thickness. They are painted blue 
and yellow, in a manner so as to 
emphasize their vertical qualities. 
Rondel glass is used to enclose the 
serving counter and is patterned with 
circular forms 

The perimeter of the building is 
planted with dwarf roses. 
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PLAN OF REINFORCEMENT 
TO STRUCTURAL SHAPE 


Details of the structural shape that 
forms the roof. The shuttering marks 
clearly show the extent of the mould of 
flaired section used in construction 


DINING PAVILION 
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OFFICES, WINES AND SPIRITS STORES, SHEFFIELD 


Group Architect: J. FOSTER (Group Architects’ Department, Joshua Tetley) 


Architect: R. J. PICKARD 


Assistant Architects: J. B. MOORHOUSE and D. K. DAVY 


Quantity Surveyor: A. GROVES 


N 1954 Joshua Tetley & Son Ltd. 

acquired Duncan Gilmour & Co. 
Ltd., brewers and wines and spirits 
merchants. At the time of the 
acquisition Duncan Gilmour occupied 
several premises widely dispersed in 
the city centre; apart from these pro- 
perties being inadequate for present 
day trade and uneconomic to operate, 
two of them, including the wines and 
spirits department and the brewery 
itself, were required by the local 
authority in connection with city 
development. It was therefore de- 
cided to undertake the construction of 
a new Sheffield branch, incorporating 
all departments on one site. As it 
was intended that no brewing be 
undertaken in Sheffield, and that the 
branch should merely operate as a 
distribution centre, a site was acquired 
on the north-western outskirts of the 
city, giving easy access by road from 
the company’s brewery at Leeds. 

The site itself is roughly triangular 
on a southerly slope with a fall of 
some 70ft in its depth, and was 
originally occupied by Wardsend 
House. The requirements were as 
follows: A main block to house one 
bottling hall for two lines of bottling 
plant. A full and empty case store to 
allow for palette stacking 14 cases 
high. A cask beer store to store 
casked beer from the brewery at 
Leeds for local distribution. A wines 
and spirits store. A hop store to 
house approximately 1,500 pockets of 
hops. An office block to accommodate 
the area administrative staff and the 
group architects’ department. A garage 
and maintenance block to accom- 


modate 25 to 30 articulated vehicles, 
together with service pits and full 
servicing plant. A canteen block 
with facilities for social functions, etc 

The branch as a whole would serve 
some 300 licensed properties and free 
trade. 

The buildings are steel framed, 
being largely one storied and are clad 
in sandfaced brick with exception of 
the office and canteen blocks which 
are clad in hand-made bricks with 
natural stone structural end walls. 
These materials were chosen in order 
to give an overall continuity of 
appearance despite the diversity of 
purpose. 


Heating and Ventilation 


All heating and ventilating and pro- 
cess hot water are supplied from a 
central boiler house in which two oil 
fired boilers, with a total of 11,000,000 
B.Th.U.’s per hour, are installed, also 
high-pressure hot water with a maxi- 
mum flow temperature of 350 deg F 
Fuel oil is stored in two 7,000gal 
underground glass-lined tanks. The 
high-pressure hot water is carried by 
underground ducts to the various 
blocks, the garage block having 
direct circulation from overhead fan 
convectors and the office block being 
heated via an independent calorifier 
room by low-pressure hot water to 
continuous convector units at cill level 
throughout the building with heated 
ceilings in the entrance hall. The 
canteen block is heated via the same 
calorifier room by means of under- 
floor heating in the main canteen and 
the small heat exchanger in conjunc- 





Site plan. 1. Garages. 
2. Offices. 3. Canteen. 
4. Cask and bottling stores. 
The site is on the north- 
western outskirts of the 
city and was originally 
occupied by Wardsend 
House 


The offices which are con- 
nected on the right to the 
canteen 
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Left, the offices extreme right next to 
the canteen, left. Below, the cask store. 
Bottom of page, the garages which are 
designed to accommodate articulated 
vehicles 
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General Contractors: GEORGE LONGDEN & SON LTD 


Sub-contractors and suppliers: 


Artificial Stone: Precast Stone Co. Ltd. Asbestos Suspended Ceiling 1 Acoustic Materials: William Kenyon & 

Sons (MetaMica) Led. Asphalt Roods, Etc.: John Hadfield & Sons L« Asphaicers). Board Room ond Executive 

Dining Room Furnishings: Waring & Gillow Led. Bottle Washer: Dawson Bros. Ltd. Bricks: Geo. Armitage & 

Sons Led. Canteen Equipment: Stotts of Oldham. Canteen Loose Equipment, Tables, Chairs, Beer Engines 

Gaskell & Chambers Led. Cask Hoists: Geo. Porteus & Sons (Leeds) Led. Cement: Thos. W. Ward Led. the | 
Conveyors: W. & C. Pantin’Ltd. Decorating: W.H. Hamilton & Son. [ Furniture: Jas. Gibbons & Co. Ltd. mg ktowers 
Double Glazing: Plyglass Ltd. Electrical Installation: Vector Electrica Led. Electric Wiring ond Cables Lin | 
British Insulated Callender'’s Cables. Excovation: Northern Strip M g Led.; Civil Engineering Contractors wor 4 = “Th 
Felt Roofing: Northern Asphalt & Roofing Works Co. Ltd. Fire Fighting Equipment: Elsworth Led. Fluorescent iu ' | manager # 
Tubes ond Bulbs: Cryselco Ltd. Gorage Pit Equipment: C. C. Wakefield & Co. Ltd. Goods Lifts: Keighley Lifts | 7% 

Ltd. Heating and Ventilating: G. N. Haden & Sons Ltd. Interna! Telephone Reliance Telephone Co. Ltd \-— 
Lino Floors, Venetian Blinds: Hutchinsons (Drapers) Ltd. Light Fitting Equipment: Falk, Stadelmann & Co soles 

Ltd.; General Electric Co. Ltd.; Siemens Edison Swan Ltd.; Holophane Led. Loose Furniture: C. & R. Wall | Hassis | oO 


—— 


OSSisS utsde 


Ltd. Master Clock cnd Time Control: IBM United Kingdom Ltd. M Windows, Lanterns, Deck Lights and 

Pressed Metal Work: Henry Hope & Sons Ltd. Office Chairs: Sankey Sheldon Ltd. Office Equipment: Leabank { | 

Office Equipment Led. Office Partition and Wine Bins: Williams & VVilliams Led. Oi! Fuel: Burnett & Hallam- r i 
pintevie 


~ monogers # 


shire Fuel Led. Oi! Tonk: Bosari’s, c/o G. N. Haden & Sons Led Point (Office Block): Hadfields (Merton) 
Led. Paint (Cask and Bottle Stores): 1.C.1. Led. (North Region) Pe (Gorage): Blundell, Spence & Co. —T [ 

Led. Paint (Conteen): Permogiaze Ltd. Patent Glazing: VW. tH. Heywood Ltd. Pavings: Marley Tile Co . ¥) y » feas~ " 
Led. Petrol Pumps: Gillbaco Ltd. Piling: West's Piling & Construc Co. Ltd Plaster: E. Bothamley & A: + ger } 

Sons. Plumber: J. H. Shouksmith & Son; Led. Pre-cast Floors s< Led. Railings, Wrought Iron Work ! - 

W. Garratt & Son. Refrigeration Plant, Hop Store: J. & E. Hall Led. Reinforcement and Suspended Ceilings 5 Pireception 
The Expanded Metal Co. itd. Revolving Door: T. B. Colman & Sons i. Roof Decking: Robertson-Thain Led i 
Roller Shutters: E. Pollard & Co. Ltd. (Haskins Rolling Shutters). Sonitory Equipment: Leeds Fireclay Co. Led 7 i 
Signs: Oldham Sign Service. Steelwork: Redpath Brown & Co. Lr cructural Engineers. Stone: George Se 
Lindley & Sons Ltd. Tiles: Pilkingtons Tiles Led. Tiling: Hodkin & es Led (now Monks). Timber Doors Pi - 
Leaderflush Led. Towels: The Advance Linen Services Ltd. (Towe!lmaster Waterproof Tanking, Betonac I ee ! N 


fon 


— el 
eu 


Floors: Quickset Water Sealers Ltd. Wood Block Floors: J. A. Hewetson & Co. Ltd. (Flooring Specialists) s tng : 
Wood Wool Flooring Siabs: Thermacoust Led. York Lift Trucks: Langsing Bagnal! Ltd. {We : is Li | 
Se oo = y, a I Ksiwers 
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OFFICES AND STORES 


Continued from overleaf 


tion with a simple mechanical air inlet 
and filtration system. The main storage 
block has a plenum system with in- 
dividual inlet fans, heater batteries 
and cooler batteries in order to main- 
tain an average temperature through- 
out the year of 58 deg. The high- 
pressure hot water system was chosen 
because it is a sealed system and not 
subject to corrosion difficulties. There 
are no condense water, trap losses, 
etc., and the heat input to the plant 
can be controlled from 100 per cent 
down to nothing, an essential require- 
ment where one installation has to 
provide for so many different heat 
requirements. 

Work on the site commenced in 


September, 1957, and was completed 
in July, 1959. 





THE ARCHITECT and Building News, 16 March 1960 


Informati 


OFFICIAL PUBLICATIONS 


@ British Standard Specifications, from British Standards 
Institution, British Standards House, 2 Park Street, London, 
W.1. Telephone: MAYfair 9000. 

B.S. 1288: 1959. Classification of Wood Preservatives. Price 6s, 
plus postage. 

B.S. 3178; Parts | and 2A: 1959. Playground Equipment. 
Prices: Part | 4s 6d, Part 2A 4s, plus postage. 


B.S. 3184: 1959. Plastics Fire Buckets. Price 4s, plus postage. 


B.S. 3198: 1960. Combination Hot Water Storage Units. Price 
4s 6d, plus postage. 


B.S. 1288 was first published in 1945, but this edition 
is much expanded. The wood preservatives are con- 
sidered in groups comprising: (a) tar oil types; (b) organic 
solvent types; and (c) water-borne types. The special 
qualities and applications of each of these are described, 
enabling a correct choice to be made from the large 
range of products available. Attack by both fungus and 
insect are dealt with, as to prevention and—in a limited 
way—cure where attack has begun. Penetration being 
important, three appendices give information on the 
resistance of heartwood to impregnation. A list of 
naturally durable woods is also given, together with a 
bibliography on timber preservation and decay. 

B.S. 3178, Parts 1 and 2A has been under consideration 
for three years and much more remains to be done. The 
parts now available deal with fixed and moving equipment 
suitable for public parks, but shortly specifications will 
be available for the lighter type of equipment suitable 
for primary and infant schools and for portable equip- 
ment for nursery and primary schools. These will also 
deal with scrambling nets, trapezes, climbing ropes and 
ladders. Parts 1 and 2A lay down requirements in 
materials and construction. An inspection routine for 
maintenance is included as is a set of definitions for the 
rather obscurely named pieces. 

Plastics fire buckets, the subject of B.S. 3184, are 
certainly a novelty but their behaviour or performance 
are required to be equal to metal buckets (covered in 
B.S. 1689). The plastics buckets are accordingly to be 
of two gallon nominal capacity, round- or flat-bottomed. 
Tests for endurance are included, one of which is for 
impact resistance where a plastics bucket filled with 30Ib 
of wet sand is dropped 4}ft on to a concrete floor, after 
which the bucket must be fit for temporary service. 

B.S. 3198 is concerned with a form of water storage 
which was the well-known product of one maker but 
which in post-war years has acquired a number of com- 
petitors. The B.S. gives requirements for performance 
and reliability of combination tanks serving both domestic 
cold and hot water from boilers, either on the “direct” 
or “indirect” system. To allow freedom in design no 
dimensions are given. The capacity is 25gal. Materials, 
construction and tests are included. 


@ Limits of Costs for School Building Projects. Ministry of 
Education Circular 4/59, Addendum No. | (January 14, 1960). 
H.M. Stationery Office. Price 4d. 


The Ministry have acknowledged that in some schools 
more than 80 per cent of the children take mid-day meals 
and that provision for the additional numbers involves 
greater cost. The Ministry have to be convinced of the 
excess percentage which, in a new foundation, can only 
be intelligent guesswork. The Ministry have, on occasion, 
refused to accept the evidence of numbers where an 
existing school has to be moved to new buildings so it 
is not obvious how intelligent guesswork is going to be 


387 
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on 


more effective than recorded figures. At least the pro- 
cedure for additional grant is now made known. 

Where between 80 per cent and 89 per cent of the 
pupils take a mid-day meal, an allowance of 2 per cent 
to the number of “cost places” will be allowed. Where 
over 90 per cent are to be fed the allowance is 3 per 
cent. 

The circular gives examples of the use of the formulae 
used to arrive at the exact amounts of grant available. 


@ New Colleges of Further Education. Ministry of Education 
Building Bulletin No. 5. H.M. Stationery Office. Price 5s. 


This is the third edition of this bulletin, issued in 
September of last year. The alterations now made are 
not large but they are numerous, so Sections I to IV, with 
Appendices 1, 2, and 3 have been re-written and are 
recommended to be read afresh. The affected sections 
dealt with are: I: Scale of accommodation for complete 
colleges. II: Scale where building in instalments. III: 
Costs and IV: Procedure (general principles). The 
Appendices 1, 2 and 3 relate to Room Loading Exercise, 
Schedule of Accommodation and Form S.B. 22(FE) 
respectively while Appendix 4 contains data on the Plan- 
ning Requirements of Individual Teaching Rooms pre- 
viously given in Appendix 3. 


@ Mortars for Jointing. B.R.S. Digest No. 126. H.M. Stationery 
Office. Price 4d. 


This may seem a well-worn subject but the Digest per- 
forms a very useful service in listing recommended mortar 
mixes for external and internal walls below dampproof 
course, above d.p.c. and as parapets, built during the four 
seasons. A further valuable feature is that it once again 
seeks to dispel confusion as to what is meant by lime 
in mortar. The subject is dealt with briefly but clearly, 
noting that lime mortar requires proportions of one part 
of lime to three parts of sand, but it would have helped 
if this section had said that “high calcium” limes are 
“non-hydraulic” instead of leaving it to a note under the 
table on page two, which says that “lime” (in a cement/ 
lime/sand mix) “refers to non-hydraulic or semi-hydraulic 
lime”. “High calcium”, “non-hydraulic” and “semi- 
hydraulic” limes are those which need Portland cement 
addition to give strength for bricklaying, while without 
Portland cement the same limes can be used successfully 
for plastering mortar, but are slow to set and harden. 
The Digest emphasizes that in arriving at suitable mixes 
the proportion of sand to cementitious paste should be 
three parts to one part, but the latter may be broken 
down to one part Portland cement to one part non- 
hydraulic or semi-hydraulic lime or, at the other end of 
the scale, to 1 part Portland cement to 3 parts non- 
hydraulic lime. The latter mortar is expressible as 12 
(sand): 1 (Portland cement): 3 (non-hydraulic lime) but 
the Digest sets this out in the more conventional way, 
1:3:12. The table does not recommend this mix for 
external walls at any time of the year. Even for tem- 
porary walls it is a risky mix as was proved on one job 
where driving rain washed out the weak mortar, resulting 
in the collapse of the wall—fortunately before the roof 
was formed. 

Lime to be used in bricklaying mortar should either be 
(chalk-) lime run to putty or dry hydrate soaked for 
some hours but the problem of how to mix putty with 
Portland cement and sand on a banker is not touched on. 
If dry hydrate is measured, 50 per cent additional volume 
should be allowed, presumably because of the increase 
in bulk in the dry state. If this practice is followed 
generally it surely means that the proportions in the table 
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Digest 


ought to be amended, in that run lime putty is just not 
seen on the site today? Hence where the table gives a 
mix of 1:1:6 it ought to be 2:3:12—or should it be 
2:3:15? Clarification by B.R.S. would be welcome: this 
matter of 50 per cent increase in lime hydrate volume 
seems to be a new one. 

Hydraulic lime mortar is recommended for external 
walls as 1:3 in sheltered, moderate conditions in spring 
and summer, while 1:2 is considered suitable at all 
seasons, even in severe conditions. No names are quoted 
to identify limes but “Blue Lias” used to be the type for 
bricklaying mortar. The Digest notes that magnesian 
limes are widely used for mortar in the Midlands with 
satisfactory results although magnesian lime is not 
“eminently hydraulic”. 

A mortar mix of 1 Portland cement to 3 sand is 
recommended twice, once for use where heavy loading 
does not occur and once for engineering construction 
A footnote says that this mix should only be used where 
maximum possible strength is needed. Then why is it 
recommended in the former case? There is no reference 
in this section to the possibility of efflorescence develop- 
ing when such a rich mix is used but a warning is con- 
tained in the last paragraph of the section on mixes 

Two relatively recent developments are discussed. 
One is the use of plasticisers and the second the use of 
“masonry cements”. These are related materials, the 
former being a foaming agent creating bubbles of air 
which assist workability, while the latter has, in addition, a 
very fine (inert) mineral filler. Plasticisers are not recom- 
mended for use in a Portland cement mix leaner than 
1:8, the table referred to having seven recommendations 
for mortars using plasticisers as alternatives to cement 
lime/sand mixes. The table does not give recommenda 
tions for the use of masonry cements but the text 
recommends that they be used in accordance with manu- 
facturers’ instructions. 

Warning is given of the risk of error when the 
is very wet, for the increase in bulk may be very con- 
siderable. There is also a reference to masonry walls 
but as these were the subject of Digests Nos. 20 and 21, 
and are covered by C.P. 121:201 and 121: 202 the matter 
is not treated further. 


sand 


@ Code of Professional Conduct. Architects’ Registration 
Council of the United Kingdom, 68 Portland Place, London, W.! 


The code was published in January of this year. It 
is a well-presented booklet to size AS (84in by Stin), 
designed by Ian Bradbery, mMs.ta. The introduction 
enjoins all architects to abide by the code, adding a 
cautionary word on the evil result on the profession of 
even a small defection. The principles are then set out, 
being nine in number, the last being a new one passed 
by the council in March, 1959. This says: “An architect 
must not enter into partnership, in the practise of archi- 
tecture, with any person who is disqualified for registra- 
tion by reason of the fact that his name has been removed 
from the register... .” Appendix I consists of examples 
of where an architect may go wrong and be in breach 
of the code while Appendix 2 deals with the procedure 
where an offence has been committed. No price is quoted 
for copies of this code. 


TRADE ASSOCIATION PUBLICATIONS 


@ Concrete Facing Slabs. Cement and Concrete Association, 
52 Grosvenor Gardens, London, S.W.!. Telephone: BELgravia 
6661. Free. 


The subject here is largely exposed-aggregate facing slabs 
but there are also photographs of profiled slabs which 
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(continued) 


Slabs of three different tones were used as permanent form- 
work on this block of flats for the Bermondsey Borough 
Council. The facing slabs were manufactured by Malacarp 
Terrazzo Co. Ltd. and architects were Stock, Page and Stock 


have been used very effectively. A useful guide as to the 
visibility of exposed aggregate is given, ranging from 
2in to I4in aggregate down to }in to yein, respectively 
visible from 125ft and 15ft, the intermediate sizes of 
aggregate being perceptible at intermediate distances. It 
is noted that colour and mixture of colours will affect 
perception. The effect of aspect—i.e. light—must also be 
considered and so will weathering. 

Methods of exposing the aggregate are described, 
embellished with photographs. Size of slab, strength of 
concrete, reinforcement, use as cladding or as infilling 
panels and beams or as permanent formwork are all 
considered. Line drawings show how fixing can be 
arranged 

An important section deals with the jointing of slabs. 
Weatherproofing by bitumen-impregnated rope or gun- 
applied mastic is the usual treatment, but pre-formed 
mastic or plastic sealing strip is also used. Where the 
backs of the slabs can be reached, vertical joints can be 
sealed satisfactorily with weak mortar, but all jointing 
methods should take into account movement of material. 
Some designs acknowledge that there may be leakage 
through joints, so arrange for drainage of the cavity 
behind the slab facing. 


@ Organize for Safety. A Guide for Building Firms. The 
National Federation of Building Trades’ Employers, 82 New 
Cavendish Street, London, W.!. Price 2s 6d, post free. 


_ The opening caption is: “Why Organize for Safety?” 
The answer is that the loss to industry from accidents 
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GAYMEL FLAT ENAMEL 


Imagine a coating of softly luminous colour, as 
evenly matt as sprayed distemper, yet more 
durable than the most solid flat oil finish. Thisis 
the paint Gay’s set out to formulate many years 
ago, and now present aS GAYMEL FLAT ENAMEL, 
The quality of decoration attained with this 
enamel is superb, and so is the speed and cer- 
tainty with which faultless results are obtained 
—every time. 


Write for ful 


DRIES PERFECTLY MATT 

EASILY APPLIED 

EASY TO JOIN UP FLANKS 

EXCELLENT FLOW 

HIGH OPACITY 

NO SPECIAL UNDERCOATING REQUIRED 
QUICK DRYING 

WITHSTANDS CONSTANT WASHING 
WITHOUT DAMAGE AND WITHOUT POLISHING 
AVAILABLE IN 36 COLOURS 

FROM GAY'S ARCHITECT'S RANGE 


formation and shade cards to 


R. GAY & CO. 93/97 New Cavendish Street, London, W.1 
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may well amount to £20,000,000 in a year and this con- 
siderable sum affected not only the injured persons but 
dislocation of contracts, stoppage of plant, spoiled work 
and loss of manpower. 

Every building firm is urged to appoint a safety officer 
and to see that he has the active interest and support of 
the management—not only of one senior executive, but 
of the whole management. By this weight of interest 
the whole contract can become imbued with a conscious- 
ness of the need to avoid carelessness and to take action 
positively to see that conditions on the site are not con- 
ducive of accidents. 

Some accidents have to be reported and recorded in 
the accidents’ book, but many minor casualties do not 
come in this class. It is, however, helpful to know 
exactly how many incidents causing injury take place, for 
every one causes some loss of time or break in con- 
tinuity. The Federation recommends that every incident 
affecting personnel or plant should be recorded, giving 
the reasons such as falls of persons or tools, or 
materials—a suggested form is given in Appendix II— 
and these should be inquired into to see whether they are 
due to breach of regulations, lack of equipment, bad 
layout of work, inadequate supervision, etc. 

The booklet goes on to show the part which must be 
played by management, safety officer, agent, general fore- 
man, trades’ foremen, gangers and operatives. 


@ Technical Training of Building Craft Apprentices by 
Block Release. London Regional Joint Apprenticeship Com- 
mittee for the Building Industry, 47 Bedford Square, London, 
W.C.1. Price Is 6d. 


An experiment was tried through the co-operation of 
Erith Technical College wherein day-release training of 
certain trade apprentices ceased and in its place the 
apprentices attending for daytime training for periods 
of two and three weeks—in all seven weeks full-time 
training. As this is rather less time than provided by the 
day-release scheme, theoretical training was given each 
week on two evenings. The block release scheme 
resulted in much better continuity of practical training 
yet, because of the gaps between the terms, the apprentices 
were able to return to their jobs so that they did not lose 
touch with practical building. 

The results of this scheme, as reported, show a marked 
improvement over day-release results. The apprentices 
were able to work with reasonable continuity on their 
set pieces which gave them encouragement to get on with 
them and this in turn appeared to have quickened ability. 
Examination results were appreciably better than in 
previous years. 

Employers were asked to consent to this pilot scheme 
before it was launched and their support was excellent. 
So too were the employers’ comments on the benefits of 
block-release training. 


@ Good Practice in the Fire Protection of Buildings. Fire 
Protection Association, 31/45 Gresham Street, London, E.C.2. 
Price 2s. 


This booklet gives, in compact form, the principles 
underlying good design and construction for protection 
against fire. The intensity of the fire varies with the type 
of use—in a general way—so storage space should be 
given four hours protection, factories two hours and 
offices one hour before structural collapse or passage of 
fire or transmission of heat. 

The paradox of wood—a combustible material—being 
in the right circumstances more resistant to collapse than 
steel is mentioned, but the tables of fire resistance do not 
include figures for solid wood floors such as were used in 
one interesting warehouse in the Midlands, built in the 
1930's. 


nued) 


Planning influences spread of fire by the effectiveness 
or otherwise of separation of areas. The usual “cube” 
figure used is 250,000 cu ft, which is the maximum practical 
size the fire service can control. If this cube is on one 
floor level it is represented by 130ft by 130ft. and 15ft 
height, which is a modest size for a factory department. 
No recommendations are given for larger shops, yet some 
lessons were learned from the “Jaguar” fire. The principles 
enunciated are to limit by structural means the sizes of 
all compartments, using fire-resisting separating walls, fire- 
resisting beams, columns and floors, and _fire-resisting 
external walls. The illustration shows a_ three-storey 
building with windows in external walls and roof lanterns 
over the top storey. 

Connection between compartments should be reduced 
to the minimum for, even where these are protected by 
fire-resisting doors, in a panic the doors may be left open. 
Large undivided spaces can, in a fire, build up such heat 
that the fire services are unable to play their hoses on the 
seat of the fire. Enclosures to stairs and lift shafts should 
have fire resistance equal to half that of the floors through 
which they pass. Openings to stairs and lift shafts should 
have self-closing doors giving half-hour protection. 
Protection against fire spreading from adjacent buildings 
should also be given. No opening should be nearer than 
3ft to the centre line of the junction of fire-separating 
walls. There are other recommendations which, together 
with those quoted, are largely common practice but repeti- 
tion serves to renew awareness of the risks. An extensive 
table of fire resistances for walls, partitions, floors, roofs, 
suspended ceilings, steel columns and beams, and reinforced 
concrete structural members is given, followed by a 
bibliography. 


TRADE PUBLICATIONS 


@ Soil Mechanics. Soil Mechanics Ltd., 65 Old Church Street, 
London, S.W.3. Telephone: FLAxman 8111. 
The average architect’s commission poses few technical 
problems beyond his training or experience, but in every 


Subsidence of a buttress at Brasted Church was overcome by 
underpinning it with steel needles supported on | 5in diameter 
bored piles. The underpinning was pretested by hydraulic 
jack 
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Information 


Digest 


practice sooner or later there looms the problem of 
ground conditions—what they are like, what 
composition, how much water, etc. This booklet describes 
the methods used by the publishers—a subsidiary of John 
Mowlem & Company Ltd—to test or prove subsoil 
conditions. The work extends well beyond the field of 
building, for much of the work has to do wit! nning 
minerals. Surveys are undertaken for topograp! and 
marine information, tests for corrosion and for bearing 

In addition to site investigation, what are described as 
geotechnical processes are carried out These 
chemical grouting of sands and gravels, cer and 
bituminous grouting, lowering of water level by well points 
or the freezing of the ground water where drainage is 
impracticable. Soil stabilization is also carried out. Such 
extensive interests demand specialized laboratories for tests 
and analyses. 

Another allied activity is the measurement of pore 
pressures in earth dams and road embankments 
object here is to calculate the loss of support 
from placing an embankment on saturated subsoil and to 
provide for any movement likely to take place The 
proportion of water in the subsoil is first measured by a 
“piezometer” on which calculations can then be based 

Other publications give examples of work carried out, 
including the facts determined by the surveys or chemical 
or physical analyses, then the methods are described by 
which solutions to the problems disclosed are fou 


sub 


hemical 


nclude 


water 
The 
sulting 


@ Lightweight Fire Protection for Structural Steelwork. A 
Report by Frederick S. Snow & Partners. 4-D Associates Ltd., 
Windsor House, 83 Kingsway, London, W.C.2. Price |0s 6d 


This report was sponsored by a consortium 
of the British Constructional Steel Associatio The 
Expanded Metal Co. Ltd., The Gotham Group of Com 
panies, Mandoval Ltd., Pollock Bros (London) Ltd... W. J 
Roberts & Sons Ltd., and A. C. V. Telling, Esq being 
interested, one way or another, in challenging the current 
trend towards structural reinforced concrete for multi 
storey buildings. Messrs. Frederick S. Snow are well 
known as structural consultants, and Mr. Snow was one 
of the speakers at a press conference in connect with 
this subject held in January. 

The point of this report is that much weight can be 
saved in the casing of steel by departing from the 
tion of fully enclosing structural steel members ir 
concrete to the minimum thicknesses required give 
one hour, two hours’ and four hours’ fire protection. The 
latest B.S. for structural steel framing—B.S. 449: 1959 
contained revisions to previous issues which assist this 
departure. The consequence is a very considerable saving 
in weight if the casings used are (a) of the 1imum 
thicknesses permissible throughout, and (b) more efficient 
in performance than ballast concrete. 

The use of lightweight plasters is an innovation of only 
a few years’ standing, but appreciation of the merits of 
such of these as are resistant to destruction by fire has 
resulted in a very rapid expansion of application. The 
thesis of this report is that, by using vermiculite and 
Carlite plasters of 4in, lin and 2}in thicknesses, protection 
is given to structural steel to satisfy requirements for one 
hour, two hours’ and four hours’ fire resistance 

The Expanded Metal Company come into the picture 
as the main producers in this country of suitable metallic 
lathing for plastering. By various devices their materials 
can be used to encase steelwork and form the background 
for vermiculite and Carlite plasters. The methods used 
are illustrated by line drawings and photographs and are 
readily adaptable w structural framing without special 
techniques. As the exact thickness of plaster is important, 
metal angle or casing beads are used as screed guides for 
plastering, the projection of these beads being easily 
determined. The report describes in Part II the application 


sisting 


conven- 
ballast 
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(continued) 


When lathing is wired to mild steel formers, this type of 
corner bead can be fixed through the metal lath to the 
formers behind before plastering commences 


of lathing systems. Typical specification clauses are 
provided for metal lather and for plasterer 

Cost aspects are examined also, a ten-storey building 
being taken for study. In this, the use of lightweight 
plaster casings was found to save £70 on foundations, 
amounting to 4d per foot cube of building. As to the 
superstructure, £436 was saved, or Is Id per foot cube. 
The total saving amounted to over 8 per cent, while in 
taller buildings it was likely that the savings would be 
about 9 per cent. 

The use of lightweight plaster casings has been common 
in the United States for some time, while in Germany one 
large scheme showed a saving on frame alone of 13 per 
cent of the cost of a reinforced concrete frame 


@ High Velocity Dual Duct Air Conditioning. Andrew Air 
Conditioning Ltd., 57/59 Victoria Street, London, S.W.|. 
Telephone: ABBey 6782. 


An Architects’ Guide is available on this recent develop- 
ment in ventilation. For decades ventilation engineers 
have been saying that velocity must be low so as to avoid 
noise and air currents which might be confused with 
draughts. Developments have enabled much higher dis- 
charge rates to be made acceptable and the system now 
offered allows warm and cool air to be mixed at the point 
of discharge. Use of high velocities has reduced very 
much the space needed to house ducts, while the outlets 
themselves are also neater. 

The Architects’ Guide shows the principles and typical 
layouts. Another publication describes and _ illustrates 
by photographs and line drawings the variety of grilles 
and diffusers available, together with mixing units, con- 
trollers and outlets. 





THE ARCHITECT and Building News, 16 March 1960 


Take astos the dampcourse 


for permanence, for a toughness that withstands vibration and 

normal foundation settlement, for easy identification on site. ASTOS, Standard 

or lead-lined, the original asbestos/bitumen dampcourse, complies with the 

British Standard requirements (B.S. No. 743, 1951). 24 ft. rolls, in wall widths up to 
36 in. Standard (Type §C) 7-lb. per sq. yd. Lead-lined (Type 5F) 9}-lb. per sq. yd. 


Take Zylex Slaters’ Felt as a secondary roof under tiles or slates, 
to prevent damage due to roof defects, to reduce heat loss. Reinforced 
Zylex for open rafters, Standard for boarded roofs, and Aluminium 
Foil Surfaced for even greater reduction of heat loss. 


Take AsTOS and ZYLEX for perfect protection and insulation. Specify 
them together. 


ess 2 For technical literature write to: 
[a we Ne 


Rien) THE RUBEROID COMPANY LIMITED 94 COMMONWEALTH HOUSE - 1-19 NEW OXFORD STREET * LONDON WCi 
Oe 
ergy @® 
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| HY-RIB 








for low-cost floors 


Hy-Rib combined shuttering and reinforcement 
was used for the concrete floors in six blocks of 


flats at Beechwood Court, Withdean, Brighton. 


HY-RIB DIVISION, Trusc Limited, 
35/41 Lower Marsh, London SE.1. Phone WAT 6922 


Also: 
Birmingham, Edgbaston 4391-2-3; Bristol 21861:G entral 0157-8 
Liverpool, Central 5281-2; Manchester. Trafford Park 66; York 24594 


DEVELOPMENT BY: 

Cox’s Estate Development Limited 
ARCHITECT: 

Leonard S. Gilbert, a.r.a.s. 


Hy-Rib Floors economically achieve hig! airborne and impact sound insulation. 
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Information Digest 


@ Ruberoid Texturing. The Ruberoid Company Ltd., 1-19 
New Oxford Street, London, W.C.I. Telephone: HOLborn 
8797. 


Of the various ices for weatherproofing pervious 
walls, none is quite so effective, cheap and hideous as 
tarring. The Ruberoid Company have, however, evolved 
an interesting process which promises well as to weather- 
proofing and appearance. The treatment, which is also 
applicable to roofs and siding, is to apply to the pervious 
walls a plastic compound on a quick-drying primer. To 
the compound is applied by spray a granular finish of 
crushed mineral such as Derby spar, white marble, etc., 
or other grit which is available in Westmorland Green, 
Bangor Slate Blue, Venetian Red and White. If preferred, 
a paint coat can be applied to the grit. Where flat roofs 
have a chip finish the process can be used to increase solar 
reflection. 


@ Correnda “Continuous Tiling’’ System. Corrosion Ltd. 
16 Gloucester Place, Portman Square, London, W.1. Telephone: 
HUNter 1341. 


A jointless surfacing material which will withstand 
repeated washing and heavy wear, such as glazed wall 
tiling receives, is an interesting use of plastics. In this 
process the base material is applied to walls and ceilings 
to a thickness of tin. The base coat is a plastics-bonded 
material and the application is free from joints. On this 
is sprayed a plastic skin which is claimed to be very hard, 
tough, durable, smooth and easily cleaned. The material 
is applied by a subsidiary, Coltrate Ltd 


CATALOGUES 


@ Decorative Finishes. Thos. 


Road, Mitcham, Surrey. 


Parsons & Sons Ltd., Church 


A new manual of paint specifications for architects’ 
use is offered. It is in four sections for the various bases 
to be decorated, being plaster, wood and metal, their 
specialized products being described in the fourth. The 
section headed plaster includes also cement, brick, stone- 
work, hardboard and asbestos. 


@ Marley Products. Marley Tile Co. Ltd., Sevenoaks, Kent. 


The 1960 edition of Marley’s comprehensive catalogue 
of all products 1s now available. It is in sections, each 
devoted to one product and held in a plastics binding. 
Where appropriate, illustrations are in colour. 


@ “Pop” Rivets. Geo. Tucker Eyelet Co. Ltd., Birmingham, 22B. 


Metals fixings by “Pop” rivets, developed largely for the 
aircraft industry, are described, together with a wide 
range of applications, in a booklet with the title “ ‘Pop’ 
Rivets in Architecture”. Two main types are in use, one 
with the usual open end and the other with a closed end 
where there is risk of water penetration, as in fixings in 
curtain walling. 


@ Asbestos and Asbestos Cement Products. Turners Asbestos 
Cement Co. Ltd., Trafford Park, Manchester, !7. 


The history of this naturally occurring material and its 
applications are given in a convenient handbook which 
also describes manufacturing processes for asbestos-cement 
goods and insulation boards. A companion booklet, “A 
Guide to Painting Asbestos-Cement”’, is also available. 
This states the nature of the problems to be faced in 
painting the material, describes paint ingredients and 


(continued) 


makes recommendations for both porous and impermeable 
paint treatments. A list of tested and approved primers 
and paints, giving trade names and makers’ addresses, is 
included. 


@ Fixing Systems. The Rawiplug Company Ltd., Cromwell 
Road, London, S.W.7. 


Six booklets are available, 
products of this company. No. | is on light fixtures and 
hole boring (up to #in hole diameter and 3in screw 
length); No. 2 is on heavy fixtures, including Rawlbolts, 
bolt anchors, etc.; No. 3 is about shuttering supports 
as in beam, wall and column centering; No. 4 describes 
miscellaneous uses of the fixing methods. The tools and 
devices are also given in greater detail in a further publica- 
tion entitled “Fixing Devices”. Shuttering devices are the 
subject of another publication 


describing in detail the 


@ Screen and Partition Framing. Technigraphic (Bristol) Ltd., 
Crews Hole Road, St. George, Bristol, 5. 


The “Raphic” framing system is illustrated in a folder. 
This is formed of square section metal rods, grooved on 
four faces, which mate in junction members of the sam:2 
external dimensions. The grooves can take tongues by 
which filling panels can be held in the open framing. The 
system was used at the Building Trades’ Exhibition for 
the stand of Wallpaper Manufacturers Ltd. 


@ Ventilation. 


F. H. Biddle Ltd., 16 Upper Grosvenor Street, 
London, W.|1. 


“Atmosphere” is the title of an illustrated brochure 
just issued. This describes the activities of associated 
companies and lists the wide range of products available in 
connection with heating and air conditioning. It is not a 
technical reference booklet 


@ Paints. Walter Carson & Sons Ltd., Grove Works, London, 

S.W.11. 

“Ultralux” Paints shown in a new colour card are not 
based on the B.S. range, but are in the makers’ “Spectro- 
matic” range. This allows any tint to be mixed to order 
by specifying two component tints, e.g., 25-25 is Broken 
White, but 26-25 (“Warm White”) is a deeper tone. 
Similarly 45-11 is a deeper blue than 45-18. A total of 
1,000 tints can be offered, all of which are available in 
“Ultralux” Gloss, Flat, Eggshell, and Emulsion paints. 


@ Electric Light Fittings. Troughton & Young (Lighting) Ltd., 
143 Knightsbridge, London, S.W.1. 


A comprehensive, quick-reference, illustrated 12-page 
priced catalogue is offered. It shows the full range of 
fittings at present available in black-and-white half-tone, 
together with alternative ceiling fixings. Indoor and out- 
door fittings, brackets, pendants, table lamps and standard 
lamps are included. The fluorescent range is also shown. 


@ Jointing Strip. Thos. W. Ward Ltd., Albion Works, Sheffield. 


“Compri-Strip” bitumen-impregnated, foamed plastic 
strip is described in a leaflet showing a number of applica- 
tions, including bedding for glass in beads or cover strips, 
for concrete duct covers on frames, for metal sashes in 
wood frames, as expansion jointing, etc. An adhesive 
is spread on the base or frame, on to which Compri-Strip 
is pressed. It is available in nine standard sizes, from 
tin and jin to Ivein and 34in. Special sizes can be 
supplied. 





362 


industrial 


@ Sir Halford Reddish, chairman 
and managing director of The Rugby 
Portland Cement Co. Ltd., speaking 
recently to the London branch of the 
Incorporated Sales Managers’ Assc- 
ciation, broached the 
unofficial wild-cat strikes and their 
effect upon industry in general. He 
concluded by saying that he thought 
the time had come for an impartial 
committee to be set up by the 
Government to consider the whole 
law relating to trade unions. He con- 
sidered that the trade unions should 
be allowed their freedom to perform 
their legitimate functions, but that 
they should be deprived of freedom 
to bring hardship to _ individual 
employees or unjustifiable dislocation 
to the national economy. 


@ Charles Keller, of Dusseldorf. 
have been appointed distributors for 
Germany of the J. C. B. Hydra 
Digga/Loadall by the manufacturers, 
J. C. Bamford (Excavators) Ltd. 


@ Duprint Ltd.. of The Common, 
Chorley Wood (telephone: Chorley 
Wood 3225), are prepared to laminate 
a customer’s own choice of pattern. 
This can be in the form of a fabric, 
a paper print, original art work or a 
protograph, and in general, the 
thinner the material the better it 


subject of 
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Notes 


responds 
however, are 
paper usua 
melamine 
sizes, 451n 
Melaskin 
thicknesses 
glossy or 


amination. Wallpapers, 
not suitable because the 
turns yellow. The 
surface sheets are made in 
30in, by vein. Also 
ckness 0°020in, or other 
order, with either a 
t surface. 
@ We regret to record the death on 
February 14. 1960, of Mr. Clement 
Thomas Gerrard, director and former 
chairman of J. Gerrard & Sons Ltd.. 
builders and contractors, of Swinton, 
Lancs Mr. Gerrard was 72 years 
old 
@ The of the N. C. K. Rapier 
Sales ¢ Ltd. has been changed to 
N. C. K.—Rapier Ltd. Their offices 
are at Victoria Street, London, 
S.W.1 


@ Thames Grit & Aggregates Ltd. 
have declared an interim dividend of 
24 per cent, less income tax, on their 
ordinary st in respect of the year 
to March 1960. 


@ Wellington Tube Holdings Ltd 
have declared an interim dividend for 
the curre year of 5 per cent, less 
income tax, on their £1 shares. This 
will be payable on March 31, 1960. 
Sir Walford Turner, J.p., has resigned 


Northern Assurance House at Salisbury, Southern Rhodesia, was built for the 
Northern Assurance Co. by John Howard & Co. (Africa) Ltd., a wholly owned 
subsidiary of John Howard & Co. Ltd. The building, valued at £275,000, comprises 


a basement and eight floors above, rising to a height of /O5ft. Architects: D'Arcy, 
Cathcart & Sons 


from the board for health 
and Mr. John P. Hunt 
appointed as director. 


reasons 


has been 


@® The Chaseside Engineering Co. 
Ltd., of Hertford, have appointed 
Mr. S. J. Burton as their export sales 
manager. 


@ A new company registered as 
Prestcold Finance Ltd. has been 
formed with the object of enabling 
buyers of commercial equipment 
from Prestcold branches and _ sub- 
sidiary companies to enjoy special 
and direct hire purchase facilities. It 
is intended that the scope of the new 
company will be widened at a later 
date so as to offer similar facilities 
to the entire Prestcold distributor 
organization. 


@ Mr. A. R. Dale-Harris, a director 
of The Unit Construction Co. Ltd.. 
has been made a member of the 
board of Parcar Ltd. 


@ Szerelmey Ltd.. damp-proofing 
specialists, have appointed Mr. K. G. 
Hoyle as their southern representa- 
tive. The company’s _ technical 
advice service on damp-proofing 
problems is situated at 273 to 277 
Rotherhithe New Road, London, 
S.E.16. 


@ Mr. Leslie F. Chamberlain, chair- 
man of the Chamberlain Group of 
Companies, is to visit Trinidad in 
order to sound the market for manu- 
facturing and marketing standard steel 
buildings in the Caribbean area. He 
will be accompanied by Mr. M. H 
Briggs, 0.B.£., of Sanders & Forster 
Ltd.. one of the group's senior 
directors. 


@ The Rugby Portland Cement Co 
Ltd. show a net profit for the year 
ended December 31, 1959, of £946,510, 
compared with the previous year’s 
result of £828,671. A dividend of 
ls 3d per share, less income tax, has 
been recommended and the directors 
propose to capitalize £250,000 from 
the share premium account in order 
to issue fully paid up ordinary shares 
of 5s on the basis of one new share 
for each seven held. 


@ Atlas Lighting Ltd. have reduced 
the list price of their 250W and 400W 
MA/V mercury lamps to 49s and 54s, 
respectively. 


@ Allied Ironfounders Ltd. have 
acquired two companies producing 
boilers for domestic, commercial and 
industrial heating. These are Watts 
Metal Industries Ltd. of Lydney, 
Gloucestershire, and Frederick Kay 
(Engineering) Ltd. of Chesham, 
Bucks. Allied Ironfounders have 
made this move so as to extend the 
existing range of their solid-fuel, gas- 
and oil-fired boilers to include com- 
mercial and industrial models with 
outputs of up to 10,000,000 B.Th.U 
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Oppanol BA outdates conventional 
waterproofing materials for pools, 
tanks and water towers, floors 

and foundations, roofs, walls 

and tunnels. A non-porous 

plastic sheeting, Oppanol BA has 
great strength and flexibility... 
does not rot orage...is easily 

and rapidly laid—lap joints 

are cold swell-welded—gives 


lifelong protection. 


with Birnie: plastic sheeting 


Literature and samples from 


F. A. HUGHES & CO LTD 


4S8STANHOPEGATE LONDON W1 


HYDE PARK £080 





Specialist laying contractors : 

Acalor (1948) Ltd, Crawley, Sussex 
F. Haworth (A.R.C.) Ltd, 
Ramsbottom, Manchester 

Semtex Ltd, Salford, Manchester 3 
Corrosion Proof Products Ltd, 
Brentford, Middlesex 

Prodorite Ltd, Wednesbury, Staffs 
Ancorite Ltd, London, SE25 
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supreme for interior work 


and complementary - the perfect partnership! They are the complete answer to the problem of 
decoration of schools, hospitals, theatres and public buildings, giving a velvet smooth surface for 
ceilings and walls. 

STORRICO Flat Oil Finish and STORRICO Eggshell Finish are extremely durable and impervious to 


moisture. Countless washings wil! not affect them but only give them a new lease of life! 









































STORRY SMITHSON & CQO. LTD. 


BANKSIDE WORKS, HULL. TEL: 41441 
PAINT, ENAMEL & VARNISH SPECIALISTS SINCE 1831 
LONDON . LIVERPOOL . GLASGOW . NEWCASTLE . CARDIFF & NEW YORK 
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NEW PRODUCTS 


In this feature are reviewed new lines introduced to the 
building industry for the first time and additions or im- 


provements to existing ones. 


Any advantages claimed for a 


product are from information supplied by the manufacturer 


New Door Styling (A) 


The new Surfaset doors, 
were developed by the Stanley 
organization in the U.S.A., are a 
feature of the typical American home 
at the Daily Mail Ideal Home Exhi- 
bition. These doors make a sharp 
break with tradition by overlapping 
the opening instead of fitting into it. 
This, of course, saves much joinery 
work and expense, as well as opening 
up new possibilities in room decora- 
tion, and also enables the doors to be 
opened and closed without turning 
knobs. The Surfaset mounted door 
furniture for use with these doors 
comprise a special strike assembly, 
reversible hinges for concealed or 
visible mounting and a latch assem- 
bly, which can be supplied either 
with (illustration) or without a 
privacy lock. In addition, a further 
accessory is a pull set, which includes 
one pair of pulls and one pair of 
back plates, with special screws. 
Special features of the Surfaset are: 
(1) that the same sets fit either a 
left- or right-hand door; (2) they will 
fit single stud, double stud or 
panelized construction, any wall 
thickness and any door thickness 
down to lin; (3) the door can be 
hung with a gasket if. required; (4) 
the latch resets itself if tripped acci- 
dentally; (5) the door shuts like a 
refrigerator latch; (6) strike is fully 
adjustable: (7) the door can warp 
without ill effect and can grow or 
shrink by jin without sticking or 
binding; (8) the door swings 100 deg 
clear of the opening at 90 deg angle. 


which 


These sets of door furniture can be 
supplied in either dull brass, brushed 
bronze, bright chrome and prime. 
Stanley Works (G.B.) Ltd., Rutland 
Road, Sheffield. 
Readers’ Information 
Ref. A. Date 16/3/60. 


* 


Service, 


New Polythene Film 


Marleythene film, made from, poly- 
thene, is being marketed specifically 
for the building industry. It is being 
produced in three gauges, 150, 250 
and 500, and many uses are envisaged 
for the product. It can be used in the 
500 heavy gauge as an oversite damp- 
proof course, since it forms a com- 
plete barrier to wet and has a low 
moisture vapour transmission value. 
When used as a waterproof membrane 
under the ground floor rafts of houses, 
it should protect solid floors from 
rising ramp and enable screeds to dry 
out faster. The 250 gauge should 
be suitable for use as a separation 
barrier and reduces stress-cracking. 
Marleythene film may also be used in 
the curing of concrete and granolithic 
floors and it is claimed that with the 
former, compressible strength of con- 
crete cured with the film will be 10 
per cent greater than that of air-cured 
concrete. The 150 gauge film can be 
used for insulation purposes in large 
buildings such as for a false ceiling to 
reduce the volume of air space to be 
heated and it can also be used to make 
storm windows. The 500 gauge can 
also be tacked to light wooden frames 


A 


which can be hooked on to scaffolding 
to provide weather protection to 
operatives. General properties claimed 
for the product are that it will not 
deteriorate in store neither will it rot 
or decay. It is resistant to chemicals 
such as acids, alkalis or solvents as 
well as to water and is tough and not 
readily torn. It has a specific gravity 
of 0:92 and a melting point of 115 
deg C while remaining plastic down 
to minus 70 deg C. The film is sup- 
plied in widths of 72in but is folded 
to make rolls at 36in. The 200 sq yd 
rolls of the three gauges weigh re- 
spectively, 14lb, 21lb and 47lb. The 
prices per 200 sq yd roll, respectively, 
are 77s, 129s and 258s. 

Marley Tile Co. Ltd., Sevenoaks, 
Kent. Sevenoaks 55355. 

Readers’ Information 
Ref. B. Date 16/3/60. 


* 


Service. 


Duct (C) 


The Flushfyt floor duct system has 
been designed to provide a standardized 
distribution system for telephone and 
electrical services over the floor area 
in a minimum screed of I}in. The 
system is installed with the duct 
covering finishing flush with the top 
of the screed and a light bedding of 
cement on the structural floor will be 
found to be beneficial in providing 
a flat base to carry the ducting. Once 
the system is laid, the duct cover can 
be used as a datum line for screeding. 
It comprises twin-compartment duct- 
ing providing complete access up to 
the point of laying fina! floor finish, 
and junction boxes with adjustable 
frames and lids to accept the floor 
finish. Floor outlets may be fitted 
at any time to meet alterations in 
departmental layouts. Vertical bends 
and skirting terminal boxes are also 
available. Electrical continuity is 
maintained throughout by positive 
screwed connections. The system 


Floor System 





364 


NEW PRODUCTS 
(continued) 


may be used separately or in con- 
junction with the Greenwood-Airvac 
Skirting Duct System. A _ leaflet 
giving details of the system is avail- 
able from the makers. 

Greenwood Airvac Conduits Lid., 
Carlisle House, 8 Southampton Row, 
London, W.C.1. Chancery 9377. 

Readers’ Information Service 
Ref. C. Date 16/3/60. 


* 


New Electrolux 
Refrigerators (D) 


Two new additions to the Electrolux 
range are their models MB16 and L27 
The MBI6 is a built-in refrigerator 
which can be operated either by elec- 
tricity or gas. It has a cubic capacity 
of about 1-6 cu ft and a shelf area of 
34 sq ft. The cabinet is compact in 
design and is mounted on solid run- 
ners so as to facilitate fitting into a 
prepared recess. There are two detach- 
able ventilators on the top and bottom 
of the cabinet which is also fitted with 
two fixing straps. Either left- or right- 
hand opening doors can be supplied 
Other features include automatic cold 
control and two removable door 
shelves. The refrigerator can be built 
into a kitchen fitment at waist height 
er installed at floor level beneath a 
draining board or a work-top unit of 
B.S. Specification. Either position 
allows for cupboards to be positioned 
above, below or to the sides. Alterna 
tively the unit can be fitted into an 
existing cupboard or into a space 
beneath a staircase. The MBI6 weighs 
65lb and will fit into a recess measuring 
284in high by 19t4in wide by 182'n 
minimum depth (excluding door fit- 
t'ngs). Price, including purchase tax 
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£36 13s 4d 
gloss ename 


Finish: white or cream 

The other new model, 
the L27 has a capacity of 2:7 cu ft 
and is available for operation by 
bottled gas or paraffin. It has a shelf 
area of 54 sq ft, including a gated 
shelf for storing tall bottles. Door 
storage space includes an egg rack, a 
shelf for bottles and two covered com- 
partments for butter and cheese. The 
L27 can be supplied with a dual pur 
pose tray top which can be used either 
for carrying food from the refrigera- 
tor or as extra working surface 
The interior of the cabinet is of 
porcelain enamelled steel, ice blue in 
colour, whilst the unit can be supplied 
finished in te and cream high gloss 
enamel externally. Overall dimen- 
sions high by 21}in wide by 
247in deep. Price £53 4s 6d (bottled 
gas) and £49 2s 3d (paraffin); tray 
top: £2 

Elect Ltd 153/5 
Street, l ’ W.1 

Reade Information 
Ref. D ) 16/3/60. 
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Compression 


Reg hil 


Service 


New 
Polyst compression 

have bee developed to 

requirements for a 

efficient 

designed specially 


Fittings 

fittings 
meet the 
simple and 
compression fitting 

for jointing poly- 
thene tube The new fittings are 
made in the correct size for the tube 
L.e., 4in fitting for a 4in nominal bore 
tube [he double-grip principle of 
the company’s Instantor fittings has 
been retained and in addition an 
integral of “push fit” design is 
incorporated to cut out the difficulties 
previousl) et with when inserting 
loose line Che fittings are available 
in a range patterns and are suit- 
able for with (A) Polyore A, 
polythene tubes to B.S. 1972/53 nor- 
mal gauge sizes, (B) Plastronga, high 
strengt! ythene tube to BS 
1972/53 gauge sizes, and (C) 
Plastronga gh strength polythene 


fh : 7 

A If 
; 

Aen 


is 


tubes to provisional trade standard 
B.P.F. 42—Tables | and When 
making a Polystantor joint the tube 
should be located against the shoulder 
or stop in the bore of the fitting 
although the compression nut and 
ring need not be removed. The com- 
pression nut should then be tightened 
by hand. The joint can then be com- 
pleted by tightening with a spanner 
to approximately I1—1} turns from 
the point where the compresion ring 
begins to bear on the polythene tube. 
The arrowhead stamped on the coup- 
ling nut serves as a useful guide. It 
is stated that when the joint has been 
correctly tightened the tube cannot be 
twisted within the fitting. The range 
of fittings includes also a B.S. 1010 
pattern stopcock, polythene to poly- 
thene 
Yorkshire 
P.O. Box No. 
Readers’ 

Ref. E. Date 


Metals Litd., 
Yorks. 


Service 


Imperial 
166, Leeds, 

Information 
16/3/60. 


* 


New Shuttering 
Components (F) 


New heavy-duty uprights are now 
being produced which will enable 
standard Blawform panels to be used 
for the heavier type of concrete 
constructional work, including single 
sided, double sided, straight or circu- 
lar, static, climbing or slipform appli- 
cations. This new upright enables 
horizontal alignment to be secured 
by either angle, scaffold tubes or 
lighweight R.SJs. The new com- 
ponents comprise 3in wide channel 
uprights in five lengths (6ft, 7ft, 8ft, 
9ft, and 10ft), 3ft by Ift anchor 
panels, and a complete range of 3ft 
panels, 3ft by 2ft and Ift 6in wide 
flexible panels and a new type of 
fastening clip for aligning with tubula: 
scaffolding and lap or make-up 
angles. All these panels are inter- 
changeable with existing stocks of 
Blawforms. 

Blaw Knox Ltd., 94 
Road, London, S.W.3 

Readers’ Information 


Ref. F. Date 16/3/60. 


Brompton 


Service, 
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CORRUGATED GLASS FIBRE SHEET 


SJ 
SS 
3 


at 











Corrugated RILITE for garages, porches, 
sun lounges. verandahs, shower cubicles, 
fences, windbreaks, etc. Plain or coloured, 
easily installed—shatterproef and main- 


io aks free 


MAINTENANCE-FREE DAYLIGHT 


RILITE glass-fibre sheeting, which can replace all standard sizes of corrugated asbestos or 
galvanised iron roofing, gives ample daylight at minimum cost. Low installation cost, because it 
is worked with ordinary hand tools and needs no special framing—NO maintenance cost because 
it is shatterproof and impervious to atmospheric conditions. 
RILITE is produced with an exceptionally high degree of clarity, and at the same time diffuses the 
light of the sun. 

Where fire-risks are present it may be advisable 

to use Fire-Protective F.R. RILITE. This has 

been tesved by the D.S.1.R. in accordance with the 

requirements of B.S.476 : Part 3 : 1958. It is the 


first glass-fibre sheeting to be graded EXT.S.AA. 
—the highest grade recognised by the Standard. 


CORRUGATED Glass FIBRE SHEET ee ee 


Please write for descriptive leaflet. 


ON ADMIRALTY LIST Product 


RUBBER IMPROVEMENT LIMITED, WELLINGBOROUGH, NORTHANTS. 
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The Brandon Estate at Southwark, where FF Joints have been used | k l tt 
complete the plumbing installation for this 18-storey block of L.C.C. fla a e a e er 


Miss Jones 





we 


| O the manufacturers of this new flooring 


we have just had fitted; it really is remarkable you 
: know—soft and quiet to walk on, pleasant to look at 
-accepted by over 100 Local Authorities and easy to keep clean (even the office cleaner admits 
The established development it’s pretty good). We should have had Bulgomme Silence 
f all. ol » flooring years ago. Yes, take a letter Miss Jones, we 
or plumbing systems don’t often hand out compliments, but this really is 
. , ; something to talk about 
Literature is available showing the FF Jo 


many applications in all types of plumbing layouts BULGOMME= 


for multi-storey flats and two-storey 
houses including the Single Stack System 


" NERA OLE: Deore 
The FF Joint is a Federated Foundries product. TOO DGxO4P Lo S08 : Y oS verter. 
: = Three layers for perfect 
Please write direct to the Technica wear. Cellular rubber 
, a ’ . base, specially treated 
Advisory Department at any of the fabric interliner, and 
following suppliers, and order throug! solid rubber wearing 


surface. 
your normal trade channels : 





Thomas Allan & Sons Ltd., Thornaby-on-Tees _ 
Send for full particulars to: 


Grange-Camelon Iron Co. Ltd., Falkirk 

Cameron & Roberton Ltd., Kirkintilloch, Glasgov a t 7 N A 7 D }, A . h U L L 
David King & Sons Ltd., Skipton, Yorks 

Walter Macfarlane & Co. Ltd., Glasgow, N.2 Seevee tarennane <eunerTeyeene Sener 
Southern Foundries Ltd., Waddon, Croydon 1! Mount Park Crescent, Ealing, London, W.5. Telephone: PERivale 6550 
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NEW PRODUCTS 
(continued) 


Central Heating 
Regulator (G) 


A new domestic central heating 
regulator is the latest addition to this 
manufacturer’s range of valves. The 
new fitting dispenses with the con- 
ventional handwheel and stem, but 
incorporates instead a sleeve, which 
rotates in the cast gun metal body. 
Movement of the sleeve is controlled 
by an ivory coloured head which 
has a complementary grey indicator 
plate. The regulator is adjustable by 
fingertip pressure in the same manner 
as with the heat control of an 
electric cooker and the heat output 
of the radiator can be instantly dis- 
covered by a glance at the setting of 


G 


the control head pointer. The scale 
of the control head indicator gives 
exact settings from fully open to 
shut, for 4, 4 and } of the radiator’s 
potential. The new regulator is avail- 
able in 4in size, in both angle and 
straight patterns and also in_lock- 
shield type. 

Hattersley (Ormskirk) Ltd., Orms- 
kirk, Lancs. Ormskirk 3205. 
Readers’ Information 

Ref. G. Date 16/3/60. 


Service, 


* 


Commercial 
Fittings (H) 


The Litemaster range of com- 
mercial fluorescent fittings is built 
round two basic units which are easy 
to install and maintain. These two 
models differ in size and shape, but all 
fittings are available either for a ceil- 
ing or pendant mounting. The range 
covers single and twin 4ft 40W lamp 
and single and twin S5ft 50W lamp fit- 
tings. Type A is available with stepped 
end-plates to allow light to flow from 
the extremities of the plastic diffusers 
in order to reduce end shadow or 
with enclosing end covers to meet 
other decorative needs. Type B is 
available with enclosing end covers 


Fluorescent 


only. The diffusers are of ribbed ac 
rylic plastic and are designed to slip 
instantly into position on the channel. 
To do this, one end plate should be 
removed by means of a small captive 
nut which engages in a securing strap 
attached to the lampholder plate. 
The diffuser can then be detached from 
one side and will hang from the chan- 
nel on the other side giving ready 
access for relamping, cleaning and 
maintenance. All the metal end plates 
and covers can be supplied with 
sparkle holes if desired and are avail- 
able in white, red, yellow or gold 
finish. There are 16 end plate varia- 
tions for Type A and eight for Type 
B. The Litemaster is based upon the 
Benjamin Taskmaster one-piece chan- 
nel and incorpcrates similar details 
such as control gear. fixing, lamp- 
holders, etc. The interior terminal 
block is supplied as standard but as 
an alternative a plug and socket can 
be fitted on the side of the channel 
at no extra charge. Approximate 
prices: from £11 19s 5d to £21 18s Id 
(including purchase tax). 

The Benjamin Electric Ltd., Brant- 
wood Road, Tottenham, London, 
N.17. 

Readers’ Information 
Ref. H. Date 16/3/60. 


Service, 


* 


Automatic Oil Burner (I) 


The latest addition to the Nu-way 
oil burning equipment is the ZL.2 
automatic oil burner. This unit is de- 
signed for incorporation as standard 
equipment on automatic oil-fired 
boilers and air heaters. It is equipped 
for either flange or pedestal mounting 
and has standard burner components 
and a totally enclosed motor. Servic- 
ing is simplified by a hinged trans- 
former which folds to reveal the 
interior of the burner and gives access 
to the quick-release nozzle/electrode 
assembly. It is, in fact, being offered 
as Standard or optional equipment 
on several makes of oil-fired boilers, 
notably those manufactured by 
Thomas Potterton Ltd. Janitor 
Boilers Ltd. and the Beeston Boiler 
Co. Ltd. Model ZL.2 is finished 
in silver grey hammer stove enamel 
but alternative finishes can be supplied 
if required. 

Nu-way Heating Plants Ltd., Droit- 
wich, Worcs. 

Readers’ Information 
Ref. I. Date 16/3/60. 


Service 


* 


New Descaler 

The new Calgon Descaler has been 
produced specially for smaller indus- 
trial applications. It is an inhibited acid 
in powder form which is easily handled 
and can be used with safety to remove 
scale from cooling towers, coils and 
jackets, once-through and closed sys- 
tems, condensers, small boiler and heat 
exchangers. Other features are its 
non-foaming properties, the absence of 


fumes and the incorporation of a 
colour change indicator dye. It is 
claimed to be particularly useful for 
the protection of steel, copper, 
brass and aluminium surfaces and 
provided copper corrosion products 
are absent the descaler is safe in con- 
tact with galvanized surfaces. The 
acidity indicator contained in the pro- 
duct shows when the active constituent 
is exhausted, and the colour change is 
from green to purple when Calgon 
Descaler is almost neutralized. 

Albright & Wilson (Mfg.) Ltd. 
1 Knightsbridge Green, S.W.1\. Ken- 
sington 3422. 

Readers’ Information 
Ref. J. Date 16/3/60. 


Service 


* 


Hot 


The Washnow hand basin unit 
contains an integral instantaneous 
water-heater. The heater is operated 
by a foot valve, which permits water 
to flow through the heater and 
which switches the current on and 
off. Hands are washed in a spray 
of warm water in a round tapering, 
stainless steel unplugged basin and the 
heater produces warm water for an 
unlimited number of users. The 
carcass of the unit is of 18 gauge 
steel, riveted to an angle-iron frame, 
and the foot pedal, mains water, 
electrical and waste pipe connections 
protrude from the side, whilst the 
spray head is strengthened by a cowl. 


Water Haad Basin Unit 
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NEW PRODUCTS 
(continued) 


Connections can be situated either on 
the left- or right-hand side, as 
required and the unit has holes in the 
base frame for bolting to the floor. 
Water temperature can be adjusied 
by a valve controlling the rate of 
flow. Possible applications would be 
in public conveniences, factories and 
on caravan and show sites. Overall 
measurements: 18in by 18in, by 
2ft 9in high. 

D. E. Lewis & Co., Bryn Tirion, 
Morda Road, Oswestry, Shropshire. 

Readers’ Information Service, 
Ref. K. Date 16/3/60. 


* 


(L) 


The latest Pingon tower crane is 
model P18 which has a larger capa- 
city, greater jib length and a greater 
free travelling height under hook than 
the already successfui model P10-615 
small contract tower crane. The new 
model employs the same erection sys- 
tem as is used by its forerunner. 
Briefly, jib and counter jib are carried 
horizontally on a short inner mast 
having a section slightly smaller than 
that of the main mast inside which 
it rises. In effect, the jib and inner 
mast assembly can be likened to a 
climbing crane, the main mast re- 
presenting the shaft in the building 
in which such a crane is normally 
carried. The assembly can be raised 
within the main mast, which is com- 
posed of complete sections having 
one side open to enable them to be 
positioned round the inner mast by 
the crane’s own trolley hook. The 
remaining cross-members are then 
bolted in position, thereby closing the 
open side and the inner mast is raised 
within it ready for the next section 
The height of the main mast can be 
increased at any time by the insertion 
of further sections without either dis- 
mantling the jib assembly or even re- 
reeving the ropes. The crane can be 
actually working within 48 hours of 
delivery on site. The P18 has a maxi- 
mum capacity of 40cwt at 29ft radius 
and lifts I14cwt at its full radius of 
82ft. The jib length can be reduced 
to give a maximum working radius 
of either 66ft or 43ft. In its rail- 
mounted form the P18 has a maxi- 
mum height under the hook of 109ft. 
Control is by push button remote con- 
trol panel and the crane is fitted with 
two-speed hoist and slewing motors, 


New Tower Crane 


with a total power requirement of 


20Kva. Our illustration shows how 
jib and counter jib are mounted on 
the inner mast which telescopes into 
the main mast. 

The George Cohen 600 Group, Ltd., 
Wood Lane, W.12. 

Readers’ Information 
Ref. L. Date 16/3/60. 


Service, 


THE 


Clothes 
Unit 

The latest addition to the Chalex 
range of domestic appliances is the 
Cadet combined drying cabinet and 
airing cupboard. It is constructed 
from heavy gauge sheet steel and has 
a Stove enamelled finish. The unit is 
economica operation and ts suitable 
for working either on A.C. or D.C. 
mains and has a total rating of 14kW. 
It is claimed that wearing apparel 
placed in the unit should be suffi- 
ciently dried for ironing within an 
hour The body of the cabinet is 
finished in cream, whilst the lid and 
switch panel are crimson in colour 
Other however, can be 
ordered if desired. Dimensions, 36in 
high by 2lin wide by 1I54in deep. 
Interior capacity 45 cu ft Price 
(including purchase tax) cream and 
crimson, £17 18s 6d; special colours, 
£19 14s Sd 

C. Hour w & Co 
House, Sou ck, 


Reade: Information 
Ref. M. D 16/3/60 


Drying and Airing 


coiour©rs 


Lid.. 


Sussex 


Chalex 


Service 


* 


New Cooling Tower (N) 


A complete 
tower IS now 


new design of cooling 
eing produced and the 
units of the new range weigh less than 
half as much as conventional towers 
of similar capacity. The saving in 
weight and size is achieved by the 
use of a revolutionary fill material in 
which the water is cooled by a counter- 
current as it passes through 
very spaced elements. The 
Structure is fabricated from rolled 
steel sections treated against corrosion 
and the casing is of galvanized sheets 
with side panels which can be removed 
for maintenance. The tower is circular 
in shape and contains a top-mounted 
fan which draws the surrounding air 
up through from the bottom. The 
fill resembles a honeycomb in structure 
and is arranged across the inside of the 
tower with the channels disposed ver- 
tically and the cooling air passes up 
through these channels. The fill is 
made from cellulose sheet inpreg- 
nated with phenolic resin which in- 
creases resistance to rot and improves 
its wettab Water enters the 
tower at the and is distributed 
across the surface of the fill by a 
centrally mounted rotating header 
pipe containing a number of perfora- 
tions along its length through which 
the water streams on to the fill. These 
perforations vary in size along the 
length of the header pipe to ensure an 
even distribution of water. There ts 
a catchment tray on the base of the 
tower which collects the cooled water 
for return to the appliance in which 
it is required The fill material was 
invented Sweden by Carl Munters, 
and Thermotank have an _ exclusive 
licence to apply this material in the 
U.K. and South Africa as well as 
in Austra New Zealand, Iran, 


ol ilf 


closely 


top 
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Kuwait, Bahrein, Kenya and many 
other territories. It is estimated that 
for the same cooling effect the fill 
occupies only about one-fifth of the 
space taken up by the conventional 
wooden slats and drainage from its 
bottom is accomplished by serration 
of the lower face which breaks the 
capillary bond and allows the water 
to run easily off the tips of the fill. It 
is claimed that the new fill material 
can be used continually for many 
years before replacement will be found 
necessary. Initially the new towers 
are being made in 12 graduated sizes, 
the largest of which can deal with up 
to 90,000gal of water an hour and yet 
has a dia of only 20ft with a height of 
12ft and a total weight of 94 tons. A 
feature of great interest to the archi- 
tect should be the company’s claim 
that in view of the lighter weight of 
these towers, reinforcement of struc- 
tures of buildings should mostly be 
unnecessary when the towers are 
mounted on the roof. 

Thermotank International Products 
Division, Helen Street, Glasgow, 
S.W 1. 


Readers’ 
Ref. N 


Information Service, 


Date 16/3/60. 
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Practical structural insulation with 


The photographs here show portions of 
a two floor detached house currently being 
built. The methods of construction shown 
comply fully with requirements and will 
provide a high standard of comfort in the 
complete house. 


) 
\LiT, 





Owing to the adaptability and the ease 
with which Thermalite can be worked an 
overall saving in man-hours can be achieved 


Loadbearing insulating building blocks 


for each house erected. 


Properties of Thermalite 


Dry density 50 Ibs ft. 3 
Compre ssive strength to BS:2028 
type A 

Moisture movement drying 
shrinkage to BS: 2028 Type B 
bSilusssrimeaelileltiaadh aia ame a) 1.4 
B.T.U.s etc 

Nominal face size 18° x 9", actual 
sizes |7 x 8 or? 


Thicknesses 


resistance 4 load-bearing 
plastered hot face—2 hour grade. 
Fire resistance 4° non loadbearing 


unplastered—4 hour grade 


Load Bearing : Inner Leaf. 

Here 4” Thermalite blocks are 

shown carrying the first floor 
joists. The inner leaf above the joists 
is continued in 3” Thermalite. 


Load Bearing: Front Face. 

This 6” Thermalite solid wall 

provides simple direct fixing 
without battens. The wall when tile- 
hung will have a ‘U’ value of .16 
B.T.U.’s. The end wall shown is in 
cavity construction using 3” Therma- 
lite inner and 44” brick outer leaf with 
wall-ties spaced at 18” centres hori- 
zontally and vertically. 


Load Bearing : Eaves Level. 

This internal view shows the 

6” Thermalite solid wall carry- 
ing lintel, roof plate and roofing 
members. 


Chasing and Fixing. 

Internal mains service arrange- 

ment and the direct, positive 
fixing of joinery, plumbing and etc. 
are greatly simplified. Thermalite will 
not cause corrosion of metal fixings. 


For further information and samples apply to: 


THERMALITE YTONG LIMITED, 
Hams Hall, Lea Marston, Sutton Coldfield, Warwickshire. 


Telephone : Coleshill 2081 


4 | LAING | COMPANY 
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the new medium 
for low-cost 
decorative treatments! 





PANIQUIL Padded and 
quilted P.V.C. on hardboard 





a ek 
ee ee | 3 | 
- Ae 
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PANIQUIL means 


more than a new material . 


PANIQUIL means 


a new approach to décor 


Plastic foam and textured P.V.C. cloth have 
cleverly combined on a rigid yet flexible hard! 
base. The result: a quilted panelling that sparks n 


, P ; : oat —_ Paniquil used in 
decor ideas for shopfitting, interior decora and enieting panels 
modernised this 
Royal Air Force 


Association bar. 
And these ideas are carried out at little cost with 


displays. 


little effort . . . for Paniquil is applied wit 
speed and ease of ordinary hardboard. Paniquil enhances the 


design of this 
These pictures help to show the range—the pe Hairdressers’ Salon 
ay Reception Desk by 
the versatility of this new medium. You, too Osborne, Garrett 
: & Co. Ltd. 

Paniquil to work in a hundred different ways . 


Individual treatments made easy by Panigq Bettafoods (London) 
colour/design combinations. Ask about the Pani- Limited, where 
1S) Paniquil provides 
quil range of warm, appealing colours—available in distinctive 
wall treatment. 
diamond, squared and fluted designs. In addit ti 
the varied standard range, other colour 


provided to meet special requirements. 
WASHABLE, HARD-WEARING, /cea/ly « 


* Interior decoration * Shopfitting 


* Caravan, ship and aircraft interiors and 


similar applications 


For samples, full details and trade terms write ¢ 


PANIQUIL (SALES) LTD 


40 New Cavendish St, London W.1 WELbeck 0846-7-8 
PANIQUIL 
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Yz” asbestos board with 
1” plaster finish 
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FIREPLACE. HOUSE. HENDON CHAMBERLIN, POWELL & BON a 
° 
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The brickwork to this fireplace in a house in 
Hendon is of fairfaced charcoal-grey, flint-lime 
bricks with pointing in approximately the same 
colour. The hearth and slab are faced with 
6in by 6in blue quarry tiles. The asbestos flue 
is painted white, and all parts of the metal flue 
which are exposed are black. The fire basket is 
of welded square section steel bars. As the fire 
proved to be very sensitive to through draughts, 
which tended to cause it to smoke, a sheet steel 
hood has been designed to counteract this. The 
architects are Chamberlin, Powell and Bon 


FIREPLACE, HOUSE, HENDON 
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Stocked by 
leading 
Electrical 
Wholesalers 





Catalogue 
available 
on request 


Manufoctieaa by 


J.& G. CO.U G Rie L ID: 


at Hillington , Glasgow, S.W 2. 
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Walls of light come to life with 5 new‘ Insulight i 





THE ARCHITECT and Building News, 16 March 1960 


Now the modern designer can use Pilkingtons’ 
‘INSULIGHT? Hollow Glass Blocks to 
build walls of iight which add as much to 
the appearance of a building as they add to 
its efficiency. New ‘INSULIGHT’ Hollow 
Glass Blocks provide the elements for an 
unlimited variety of design patterns and, 
of course, these new blocks retain all the 
well-tried benefits of heat and sound 
insulation; deep light penetration ; 

easily cleaned hygienic 

surfaces ; fire resistance. 


For full details of ‘INSULIGHT? Hollow Glass 
Blocks in both standard and new types, write to 
the manufacturers, Pilkington Brothers Limited. 


Supplies are available through the usual 
trade channels. 


ollow Glass Blocks 


P.B.32 HALF SIZE BLOCK-—CROSS REEDED 

The new P.B.32 Half Size Block (in both standard and light diffusing patterns) 
can be fixed in various combinations, horizontally and vertically with 

full size blocks. Size: 7}” x 3}” x 33” thick. 


P.B.5. FLEMISH The outside faces are smooth; the internal 
surfaces incorporate a ‘Large Flemish’ pattern. 
Size: 7}” x 73” x 33” thick. 


e SeSeeeee - 


i} 
?? 


P.B.6 BOOMERANG A clear glass 
‘boomerang’ shape stands out in relief on each 
of the outer faces. Capable of being built into 
many designs, one of which is shown 
opposite. Size: 7}” x 7}” x 3]” thick. 


P.B.4 PRISMATIC This Block combines 
all the advantages of Hollow Glass Blocks and 
Prismatic Glass. Light is refracted, reflected 
and uniform. Size: 7}” x 7}” x 3%” thick. 


PILKINGTON 
BROTHERS 
LIMITED 


ps) ST. HELENS, LANCASHIRE 





f 


(a 


é—/ Tel: St. Helens 4001 


i >, London Office : Selwyn House, Cleveland Row, St. James’s, London S.W.1 Tel: WHItehall 5672-6 
oD ‘Insuticnt’ is the registered trade mark of Pilkington Brothers Limited 
Py 
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The roof specialists 


As specialists for over forty years in the con- 


struction, reconstruction, maintenance and water- 
proofing of industrial roofs, we are able to offer 
the architect a complete service designed to 


relieve him of every worry. 


The complete roofing contract can be placed with us, 
eliminating the need for dealing with several sub- 
contractors. 


A number of highly specialised technical departments 
are always at your disposal for consultation and advice. 
Operational staff readily available to deal with emer- 
gencies at short notice. 


Complete surveys can be carried out and estimates 
submitted without cost or obligation. 


Branch offices throughout the country 


INDUSTRIAL ENGINEERING LIMITED, VOGUE 4 HANOVER SQUARE, LONDON W.1. HYDe PARK 1411 (7 LINES) 


ur local telephene directory 
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Notes below give basic data of 
contracts open under locality and 
authority which are in a bold type. 
References indicate: (a) type of 
work (b) address for application. 
Where no town is stated in the 








MULLEN 
LUMSDEN 


LIMITED 


Contractors and Joinery 
Specialists 
41 EAGLE STREET, HOLBORN 
LONDON, W.C.1 
Telephone: CHAncery 7422/3/4 


Branches 
5 Coptic Street, W.C.1 


Southampton 
Tel.: Museum 3705 


Tel. No. 73176 











EBONITE 
FLOOR DIVIDING STRIP 


SINK WASTES 


ROD, TUBE, SHEET 
AND TURNED PARTS 


THE BRITISH EBONITE CO. LTD 


NIGHTINGALE ROAD, HANWELL, 
LONDON, W.7 Telephone: EALING 0125 


























Specialists in 


STAINLESS STEEL 
FABRICATIONS 


Built to your requirements 
or from a wide range of standards 


ASSOCIATED METAL WORKS 
(GLASGOW) LTD. 

30 ST. ANDREW'S SQUARE, GLASGOW, C.!. 

"Phone: BELL 2004/5 

*Grams: “STAINLESS, GLASGOW’ 


LONDON: 7 GROSVENOR GARDENS, S.W.!- 


*rhone: VICTORIA 1977/8 
And at:— 


LIVERPOOL BIRMINGHAM 


* NEWCASTLE 
MANCHESTER BELFAST - 


DUBLIN 











BALUSTRADES 


HOTCHKISS 


ENGINEERS LIMITED 
EASTBOURNE : Tel. 2424.7 lines 

















CONTRACT 
e NEWS e 


OPEN 
BUILDING 


ACCRINGTON B.C. (a) Erection of a 
new covered market consisting of build- 
ings as follows: (1) Two reinforced 
concrete shell roof structures, each being 
139ft by 60ft, with basement storage 
below; (2) Single-storey structure con- 
taining shopping arcades, food shops, 
public conveniences, etc., being 144ft by 
43ft; (3) Ancillary buildings, service 
roads, etc. (b) Borough Engineer and 
Surveyor, Town Hall. (d) March 26, 
giving details of similar work carried 
out, especially constructed with rein- 
forced concrete shell roofs. 
. . > 


BARRHEAD B.C. (a) Erection of 156 
houses in two- and three-storey blocks 
and cottage blocks at Aurs Drive within 
the Auchenbeck Scheme. The contract 
will be carried out in three phases. (b) 
William Baillie & Son, 4 West Regent 
Street, Glasgow. 
> . - 

BINGHAM B.C. (a) Erection of two 
shops and two flats at Bingham. Two 
shops and two flats at Keyworth. (b) 
William Saunders & Partners, 24 Castle 
Gate, Newark-on-Trent. (c) 3gn. (e) 
March 31 


BOOTLE B.C. (a) Additions and altera- 
tions to the County School for Girls, 
Breeze Hill. (b) Borough Surveyor, 
Town Hall, 20. (c) 2gn. (e) March 25. 

> * > 
BRADFORD C.C. (a) Erection of 89 
dwellings at Holme Wood estate. (b) 
City Engineer and Surveyor Town Hall 
(c) 2gn. (e) April 4. 

. ~ . 
BRIGHTON B.C. (a) Fixed-price tenders 
for erection of the first stage of the Col- 
lege of Arts and Crafts. (b) Borough 
Surveyor Engineer and Planning Officer, 
26-30 Kings Road, Brighton. (c) 3gn. (e) 
April 12. 

* . . 
BROWNHILLS U.C. (a) Erection of 18 
houses High Street, Clayhanger. (b) 
Charles H. Hunt, Esq., Engineer and 
Surveyor, Coombe House, Brownhills, 
Staffs. (c) 2 gn. (e) March 28 

* . * 
CARDIFF C.C. (a) Construction of a 
single-storey building comprising four 
classrooms at Trelae Primary School. 
(b) City Architect, City Hall. (c) 2gn. 
(e) March 23. 

. 7 + 
CARDIFF C.C. (a) Erection of 45 three- 
storey flats in one contract at Fern Plae, 
Fairwater. (b) City Architect, City Hall. 
(c) 2gn. 

* * 
CARDIFF R.C. (a) Erection of one 
shop, three flats and one house, all in 
one block with site works at Heol Berry, 
Gwaeledygarth. (b) Engineer and Sur- 
veyor, 20 Park Place, Cardiff. (c) Sgn 
(e) March 22. 


CARDIGANSHIRE C.C. (a) Erection of 
a county primary school at Commins- 
coch, near Aberystwyth. (b) County 
Architect, County Hall, Aerayron. (c) 
2gn. (e) April 4. 


address it is the same as the 9 
given in the heading (c) deposit (d) 
last date of application (e) last date 
ana time for submission of tenders. 
Full details of contracts marked * are 
given in the advertisement section. 

















WOODWORM 
& DRY ROT 


Eradicate wood- 
destroying insects 
and fungi from 
roof and cellar 
timbers, flooring 
and joinery by 
means of 


WYKAMOL 


Wood Borer Insecticide 


RESKOL 


Dry Rot Fungicide 


Write for full particulars of these com- 
pletely effective materials and specialist 
survey and guaranteed treatment services. 
Pressure spray apparatus for the application 
of our materials is available for hire at 
nominal rates. 


RICHARDSON & STARLING LTD 


(Dept. A.B.N.), 6 Southampton Place, W.C.! 








wv )) 


q 
~ AURA & 
a! 


THE MODERN VENETIANS 


Full particulars, drawings, etc., from 


DANAURA LIMITED 


48 Notting Hill Gate, London, W.1! 
BAYswoter 8721/2 














S.J. BRIERLEY (WILTS) LTD 


BRADFORD-ON-AVON 
Telephone 2234 
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CHELMSFORD B.C. (a) Erection of 
one block of 58 flats with external 
stores, garages and ancillary workshops 
at Melbourne Avenue. (b) Borough 
Engineer and Surveyor, Municipal 
March 


Offices, Coval Lane. (d) Today, 
16. 


CHESTER C.C. (a) Erection of 110 
houses and flats and 20 lock-up garages 
on Plas Newton estate. (b) City Engineer 
and Surveyor, 49 Northgate Street. (e) 
April 4. 

. + * 


CROYDON B.C. (a) Construction of 
second stage of the John Ruskin sports 
pavilion, Oaks Road, Shirley. (b) Chief 
Education Officer, Katherine Street, 
Croydon. (c) £1. (e) March 22. 

. 7 * 
CUMBERLAND C.C. (a) (1) Erection of 
additional classroom and staff room at 
Gilsland School. (2) Extensions, etc., at 
High Kesket C. of E. School. (3) Erec- 
tion of a rural police station at Kirkes- 
wald. (4) Erection of two pairs of police 
houses at Whinlatter Road. (b) County 
Architect, 15 Portland Square, Carlisle 
(e) March 29. 

* * > 
DERBYSHIRE C.C. (a) Erection of a 
pre-cast concrete garage block 73ft long 
by 30ft wide, and drainage works at 
Mansfield Road, Hillstown. (b) County 
Surveyor. County Offices, Matlock. (e) 
March 28. 

* . . 
GOSFORTH U.C. (a) Erection of 43 
lock-up garages with site works at 
Lambert Square and Regent Farm 
estates. (b) Engineer and Surveyor, 
Council Offices, High Street. (e) March 
> 

> 7 . 
HARPENDEN U.C. (a) Erection of 12 
traditional type cottage flats and six 
traditional type houses on  Batford 
(South) estate. (b) Frederick A. Harris, 
Clerk to the Council, Harpenden Hall, 
Harpenden, Herts. (c) 2gn. (e) March 28 

* * » 
HASTINGS B.C. (a) Erection of first 
installment of the College of Further 
Education comprising a_ single-storey 
workshop block and three-storey main 
block (part of ultimate seven-storey 
building) for which piling and site level- 
ling has already been carried out. (b) 
Borough Engineer, 37 Wellington Square. 
(c) Sgn. fe) March 28 

* 2 * 
HAVANT AND WATERLOO U.C. (a) 
Fixed-price tenders for erection of 20 
aged persons’ flats at Forest End, Water- 
looville. (b) Engineer and Surveyor, 
Park Road North, Havant. (e) April 2 


HAZEL GROVE AND BRAMHALL 
U.C. (a) Construction of 40 brick 
garages. (b) Engineer and Surveyor, 
Council House; Hazel Grove. (c) 2gn 
(e) March 29. 
> > . 

LEEDS REGIONAL HOSPITAL 
BOARD. (a) Fixed-price tenders for 
alterations to the laundry at Southmoor 
Hospital, Hemsworth. (b) Architect to 
the Board, Park Parade, Harrogate. (c) 
2gn., cheques payable “Leeds Regional 
Hospital Board”. (d) Noon today, 
March 16. (e) April 7 


> . 7 


LEYLAND U.C, (a) Contract 32. Erec- 
tion of 22 pre-cast concrete bases and 
other ancillary works on Wade Hall 
estate. (b) Engineer and Surveyor, Coun- 
cil Offices. (c) 2gn. (e) March 29 


*(b) Dire of Parks, 











counties of Caernarvonshire, 
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LINCOLN C.C. 
TEVEN). 
modern sch 
linghay and 
Architect 
Lancs. (d) 


March I¢ 


(PARTS OF KES- 
Erection of secondary 
ols at Billingborough, Bil- 
Corby Glen. (b) County 
Council Offices, Sleaford, 
Submit names by today, 
e) April 20. 


LIVERPOOL C.C, (a) Construction of 
extensions to kitchens at Holt High 
School, Liverpool, 15; (2) Woodwork 
room, etc., at Croxteth Boys’ School, 
12; (3) Dining hall and kitchen, Welles- 
bourne Road primary school, 11. (b) 
City Architect and Housing Director, 
Blackburn ¢ hambers, Dale Street, Kings- 
way, Liverpool, 2. (c) 2gn. each contract. 
(e) March 17. (a) Construction of pump- 
ing pla South sewage disposal 
works, Gateacre. (b) City Engineer, as 
above ) 2gn. (e) April 2 


* * 


MANCHESTER C.C. (a) Supply and 
erectio vf one heated timber green- 
house, 7Sft by 18ft at Alexandra Park. 
Town Hall. (e) 
March 28 


> . 


MANSFIELD B.C. (a) Alterations and 
extens public library at Leeming 
Street. (b) E. T. Crowe, Esq., Borough 
Engine& nd Surveyor, Carr Bank. (c) 
2gn payable “Town Council of Mans- 
field’ March 31. 


. » > 


MANSFIELD B.C. (a) Erection of a 
branch brary at Ladybrook Lane, 
Ladybrook estate. (b) E. T. Crowe, Esq., 
Borough Engineer and Surveyor, Carr 
Bank, Mansfield. (c) 2gn. (e) March 31. 
Deposit cheques payable “Town Council 
of Mansfield 


» ~ * 


MATLOCK U.C. (a) Erection of five 
blocks of four Homeville one-bedroom 
flats at Church Road, Darley Dale. (b) 
Engine 1d Surveyor, Mr. N. Cham- 
berlain, Town Hall. (c) 3gn. (e) April 1. 


7 . > 


MINISTRY OF WORKS. (a) Contrac- 
tors wishing to be included in the 
Minister's approved list of building con- 
tractors for small new works in the 
Cardigan, 
Merionet Montgomery and Radnor, 
should apply to Contracts Branch, 
Ministry of Works, Gabalfa, Cardiff. 


” - > 


NANTWICH R.C, (a) Carrying out pile 
and foundation works to eight bunga- 
lows at Wistaston. (b) Engineer and 
Survey Council Offices, Stapeley 
Hous ear Nantwich. (c) Ign. (e) 
March 2 


> * > 


NEW¢ AST! E-ON-TYNE C.C. Erection 
at the ¢ icil’s Byker depot of a rein- 
forced concrete transfer loading platform 
approximately 75ft by 60ft, supported on 
columns and with garage accommodation 
beneat the slab. (b) City Engineer, 
flown Ha (e) March 25 


. 7 . 


NEWMARKET U.C. (a) Erection of 

nine houses and 12 garages at St. Wen- 

dred’s W Exning, including site works. 

(b) P. D. Lees, Architect, Council Offices. 
Date to be notified. 


+ ” * 


SARUM C.C, (a) Erection of 40 
24 flats, 11 bungalows on 

sdown estate. (b) City Engineer, 
cil House. (e) April 8 





























NORTHAMPTON R.C, (a) Erection of 
53 bungalows, 12 houses and three club- 
rooms as follows: Denton, 11; Great 
Houghton, 4; Little Houghton, 17; Har- 
pole, 8; Kislingbury, 12; Milton, 10; 
Rothersthorpe, 2. (b) R. J. Miller, Archi- 
tect, 1 Cheyne Walk, Northampton. (c) 
3gn. (e) April 13. 


* * * 


NOTTINGHAM C.C, (a) Work in con- 
nection with a kitchen at Trent Bridge 
School, Fraser Road. (b) City Engineer 
and Surveyor, The Guildhall. (c) £2. (e> 
March 22. 


* * * 


OXFORD C.C. (a) (1) Erection of new 
buildings, science block and gymnasium 
changing room block in brick construc- 
tion and alterations at Banbury Grammar 
School. (2) Extensions to Banbury 
Easington Boys’ Secondary School, three 
classrooms and a science laboratory in 
traditional construction. (3) New build- 
ings at Littkemoor Northfield Secondary 
School, comprising assembly hall new 
two-storey teaching block and practical 
block. (4) Erection of a 
North Kidlington County 
School. (b) County Architect, 
Street, Oxford. (d) March 18 


> * * 


RINGWOOD AND FORDINGBRIDGE 
R.C. (a) Alterations and additions to 
Public Offices, Ringwood. (b) Public 
Offices Ringwood. (c) 2gn. (e) March 31 


three-class 
Primary 
Park End 


- . * 


RUTLAND C.C, (a) Erection of exten- 
sions to Uppingham Secondary School 
consisting of a new hall/gymnasium, two 
classrooms, library, art room and work- 
shop biock with ancillary accommoda- 
tion. (b) County Architect and Planning 
Officer, County Offices, Catmore, Oak- 
ham. (c) 2gn. (e) March 28 


* . * 


SEVENOAKS B.C. (a) Erection of three 
pairs of three-bedroom houses, one block 
of four three-bedroom houses and two 
blocks of four ageing persons’ flats on 
Crouch House Lane, Edenbridge. (b) 
Engineer and Surveyor, Inglewood, Oak 
Hill Road, Sevenoaks. (c) 2gn. (e) 
March 29. 


* o * 


SPENNYMOOR U.C, (a) Alterations to 
Town Hall comprising new offices on 
the ground floor and new public rooms 
on the upper floor. (b) Clerk of the 
Council, Town Hall. (d) March 18 


> * * 


STOURBRIDGE B.C. (a) Erection of 27 
flatlets (old people’s dwellings in a two- 
storey block at Prescot Road, together 
with incidental works. (b) W. H. Morris, 
B.SC.(ENG.), A.M.LC.E., Borough Engineer 
and Surveyor, Council House. (c) 2gn. 
(e) April 4. 

. 


* * 


SUTTON IN ASHFIELD U.C. (a) (1) 
Contract 19. Erection of two shops and 
flats at the Oval Carsic Lane housing 
site. (2) Contract 3, erection of four 
houses at Mill Street. (3) Alterations and 
improvements at 48 and 50 Alfred Street. 
(b) Warner & Dean, Mansfield Road, 
Sutton in Ashfield. (c) 2gn each. (e) 
April 12. 


* 7 * 


TUNBRIDGE WELLS R.D.C. (a) Erec- 
tion of 74 dwellings in the North Street 
Area. (b) Borough Surveyor and Water- 
works Engineer, Town Hall. (c) 2gn. (e) 
About April 4. 
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ULSTER—ENNISKILLEN’ B.C. (a) 
Fixed price tenders from registered con- 
tractors fof the erection of 12 houses in 
two blocks at Factory Road, Enniskillen, 
for Borough Council of Enniskillen. (b) 
N. J. Connor, Town Clerk, Town Clerk’s 
Office, Town Hall, Enniskillen. (c) Sgn. 
(e) March 23. 


ULSTER—N. IRELAND F.A. (a) Con- 
struction and completion of a new fire 
station at Lodge Road, Coleraine, for 
Northern Ireland Fire Authority. (b) 
Hedley B. Reid, Secretary, 43 Castle 
Street, Lisburn. (c) Sgn. (e) March 24. 

* 


7 . 


URMSTON MEN’S CLUB AND 
INSTITUTE, (a) Extensions and minor 
alterations to the buildings at Higher 
Road, Urmston, Lanes. (b) P. Harrison, 
Esq., College Chambers, 17 Brazennose 
Street, Manchester, 2. (c) Ign. 


* > * 


WALTHAMSTOW B.C. (a) Erection of 
a public convenience, single-storey 
brick-built, covering 19,000 cu ft at the 
junction of Willow Walk and St. James’s 
Path, E.17. (c) 2gn. (e) March 23. 


* 7 * 


WANDSWORTH B.C. (a) Erection of 
49 flats and maisonnettes in two seven- 
storey blocks at Brixton Hill. (b) Town 
Clerk, Municipal Buildings, Wandsworth, 
S.W.16. (d) March 16, giving details of 
experience, plant and technical and 
supervisory staff available, together with 
names of two technical and financial 
referees. The site is at Roupell Park 
housing estate, Streatham. 
> 7 > 


WIDNES B.C. (a) Erection of two 
science laboratories and ancillary accom- 
modation, floor area, 3,400 sq ft, in a 
two-storey, steel-frame building at Fair- 
field Secondary School for Boys. (b) 
Borough Architect. Brendon House, 
Widnes Road. (c) 2gn. (e) March 28. 


WINDERMERE U.C. (a) Droomer Stile 
estate. (1) Construction of roads and 
sewers. (2) Erection of 37 houses, Con- 
tractors may tender for (1) or (2) or 
both. (b) Council’s Surveyor, Council 
Offices, Windermere. (c) 3gn each con- 
tract. (e) April 1. 
> 


* * 


WORCESTER C.C. (a) Erection of 65 
dwellings, Moor Street Redevelopment 
Area, comprising flats in three storeys, 
bed-sitting room flats in two storeys and 
old people’s bungalows. (b) City Engin- 
eer and Surveyor, 22 Bridge Street, 
Worcester. (c) 3gn. (e) April 4. 














PLACED 


Notes on contracts placed state locality and 
authority in bold type with (1) type of work 
(2) site, (3) name of contractor and address, 
(4) amount of tender or estimate. + denotes 
that work may not start pending final accep- 
tance, or obtaining of licence, or modification 
of tenders, etc. 


BECKENHAM, KENT. (1) Erection of 
a shopping centre. (2) 205-223 High 
Street. (3) Kyle Stewart (Contractors) 
Ltd., Wembley, Middx. (4) £90,000. 

* ” * 


BRADFORD C.C, (1) Erection of a 
10-12 storey building as first phase of the 
Bradford Institute of Technology. (3) 
Higgs & Hill Ltd., Crown Work, South 
Lambeth Road, London, S.W.8. (4) 
£1,650,000. 

ca . > 
BRISTOL C.C. (1) Erection of two five- 
storey blocks of flats. (2) Barton Hill 
(3) Stone & Co. (Bristol) Ltd., Bristol 
(4) £155,896. 
BUCKS C.C. (1) Erection of first instal- 
ment of a girls’ secondary school. (2) 
Aylesbury. (3) H. J. & A. Wright Ltd., 
High Street. Great Missenden, Bucks. 
(4) £130,481. The second instalment may 
be awarded the same firm at £57,000. 

> 7 > 


CARDIFF C.C, (1) Third instalment of 
technical college. (2) Llandaff. (3) Direct 
labour. (4) £177,965. 

- = . 
CHELSEA B.C. (1) Conversion scheme 
stave 8a. (2) Elm Park Gardens, S.W.3. 
(3) W. J. Marston & Sons Ltd. |! 
Stephendale Road, Fulham, S.W.6. (4) 
£34,684. 

>. . * 
CONNAH’S QUAY U.C, (1) Construc- 
tion of a swimming bath and assembly 
hall. (3) Frederick Clark & Sons Ltd., 
191 Heyworth Street, Liverpool, 5. (4) 
£126,888. 








A. W. BAKER 
WALL AND FLOOR TILING 
CONTRACTORS AND MERCHANTS 

Service, Satisfaction and Personal Supervision 

68 HEREFORD RD., FELTHAM, MIDDLESEX 

Telephone : FELTHAM 394/ 








THOMAS CRAPPER 


& CO., LTD. 


Merchants of Sanitary Appliances 
Kitchen Equipment and Plumbing Fittings 
Catalogue on request 


120 KINGS ROAD, S.W.3. KEN. 4831 
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FARNBOROUGH. (1) Completion of 

the shopping and commercial area for 

Farnborough Investment Co. (2) North 

Camp. (3) Kyle Stewart (Contractors) 

Lid., of Wembley, Middx. (4) £500,000. 
+ ~ 7 


HERTFORD B.C. (1) Erection of 77 
houses. (2) Sele Farm estate. (3) George 
Mott & Son, Watton-at-Stone, Herts. (4) 
£142,026. 

. . > 
KINGSTON UPON THAMES. (1) 
Erection of an outpatients’ department 
(2) Kingston Hospital. (3) P. Griggs & 
Son Ltd., 56 Victoria Street, London, 
S.W.1. 

* = * 
LONDON, E. (1) Erection of engineer- 
ing laboratories. (2) Queen Mary’s Col- 
lege, Bancroft Road, Mile End, E.1. (3) 
Y. J. Lovell & Son Ltd. Endsleigh 
Gardens, London, W.C.1. (4) £300,000. 

> > > 


LONDON, E.C. (1) Erection of a block 
of offices for City of London Real 
Property Co. Ltd. (2) Seething Lane, and 
Byward Street, E.C.3. (3) Higgs & Hill 
Ltd.. Crown Works, South Lambeth 
Road, London, S.W.8. (4) £390,000. 

© * * 


LONDON E.C. (1) Erection of a build- 

ing. (2) 23 Goswell Road, E.C.1. (3) 

Whyatt (Builders) Ltd., 225 Streatham 

High Road, London, S.W.16. (4) £75,000 
* * > 


LONDON, E.C. (1) Erection of the 
Painters-Stainers Co. Livery Hall. (2) 
Little Trinity Lane, E.C.4. (3) A. E. 
Symes Ltd., 236 High Street, London, 
E.1S. (4) £80,000. 
. . . 
LONDON, S.E, (1) Erection of a build- 
ing. (2) 84 Blackfriars Road, S.E.1. (3) 
H, Fairweather & Co. Ltd., St. James 
Lane, London, N.10. 
> 7 * 
LONDON CITY CORPORATION. (1) 
Erection of 380 flats, six shops, etc. 
(2) Arondale Square, S.E.1. (3) Pauling 
& Co. Ltd., 26 Victoria Street, London, 
S.W.1. (4) £953,826. 
. os 7 
MINISTRY OF CIVIL AVIATION. 
(1) Construction of the superstructure 
of a passenger block at Central Area. 
(2) London Airport. (3) Taylor Wood- 
row Ltd., Western House, Western 
Avenue, London, W.5. (4) £1,300,000. 
* on > 


NEWBURY B.C. (1) Erection of 72 
houses. (2) Completion of Bath Road 
estate. (3) Howe & Bishop Ltd., Ports- 
mouth..(4) £105,650. 

= ” * 
SOUTHALL, MIDDX. (1) Modernisa- 
tion of factory for Crown Cork Co. Ltd. 
(3) Bovis Ltd., 1 Stanhope Gate, London, 
W.1. (4) £1 million total cost. 





Fl Y-IROB 


combined shuttering 
and reinforcement 


long span metal lathing 





°“SYSTOIN” ROLLING SHUTTERS 





IN STEEL, WOOD AND ALUMINIUM 


*“SYSTOIN” SERVERY HATCHES 





MANUFACTURED TO YOUR OWN 


SPECIFICATION 


AT COMPETITIVE PRICES WITH RAPID DELIVERY 


J. TAYLOR (SYSTON) trod. 


VE4e BYSTON 2433 © MANCHESTER: RinNeway 2996 





+ SYSTON . LEICESTER 





15 AT ta E lv NI VAAN RE FAIENCE/ (CLOGEN FOR 


Architects 
Slater & Uren 


Turquoise stone-faced Faience gives attractive 
finish to the Wells Mews elevation. 


Send for details to Dept. AB HATHERNWARE LTD. LOUGHBOROUGH. LEICS. Tel: Hathern 273/4. 


dm HL78 
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translucent coloured synthetic flooring 
positively withstands trucking 
and will not dust up 











PLASIK is everything an industrial floor 
should be. Seamless, jointless, matt, it is 
rock-hard, withstanding the 
trucking. It is highly resistant to most 
chemicals and acids, completely grease- 
proof, and will not dust up in any circum- 
stances. It is quickly and easily trowel- 
laid. Its first cost is low, and its only 
maintenance cost is washing. 


heaviest 


TEN PLEASING COLOURS. 
PLASIK is the perfect floor for 
hospitals, factories, lava- 
tories, schools, canteens, 
offices, dairies, motor 
showrooms, etc. 








MANUFACTURED AND LAID BY 


VIGERS 


Write for samples of Plasik, colour range and Leaflet ABP. Technical 
VIGERS BROS. LTD. 


Ludgate Broadway, London, E.C.4. CITy 2111. 


advice glad.y supplied 
And at Belfast, Exeter, Cardiff, Birmingham 














You 

can have > 
one of the *‘ 
outstanding 


Humber models 


Men of DISTINCTION 


Buy the Best in Cars 


with minimum outlay, 


Tabula 


— Chalk°oards — 


LIMITED 
YEOVIL 


WE HAVE MADE 
SLIDING 
CHALKBOARD 


ARRANGEMENTS UPTO 
254+ SPAN 











Humber Hawk or Super Snipe for just 


1% deposit, 5 years to pay 
at only 6% interest per annum 


Telephone or write for details from Britain’s foremo 
Rootes Dealers. 


NEWTONS OF WEMBLEY Ltd., 
Newtons Corner, Wembley (opposite Wembley Town Hal!) 
ARNold 5252 











ond with 
ELECTRIC CONTROL TOO 


write wa for defatls 
of Ow range 
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straight sliding 


DOOR 


gear... 


around the corner 


DOOR 


gear... 





REGISTERED TRACE MARK 


make the lot.... 


a lot better! 


get in touch with 


GEO. W. KING LIMITED 


Argyle Works, (10/ABN), Stevenage, Herts. Tel: 440 





Prefabricated fir plywood sub-floors are featured in the transportable 
buildings manufactured by Swiftplan Ltd. of Middlesex. This company 
uses Canadian fir plywood structurally for prefabrication of floors and 
roofs in schools, office blocks, cottages and construction site buildings. 


fir plywood for 
trouble-free sub-floors 


Smooth sub-floors of structural fir plywood stay permanently ridge 
free under tile, linoleum, carpet or hardwood. Low cost sheathing 
and underlay sheathing grades are obtainable in thicknesses from ;j,” 
to 1}’. Light, strong fir plywood panels cover 32 sq. ft. at a time 
without cutting or waste. All Canadian fir plywood is bonded with 
waterproof and boilproof phenolic glue. Ask your timber and ply- 
wood supplier about prices. For free technical data on structural 
applications of Canadian fir plywood write: 


PLYWOOD MANUFACTURERS ASSOCIATION OF BRITISH COLUMBIA 
Wheatsheaf House, 4 Carmelite Street, London, E.C.4. 


GANADIAN 


DOUGLAS FIR PLYWOOD 


Contractors Rush & Tompkins Ltd. put down 500,000 sq. ft. of removable 
fir plywood panels to give the new John Lewis & Co. Ltd. Store in London 
great flexibility in routing of under-floor electric and water services. 
Screw-fastened sub-floor panels give easy access to utilities and provide a 
perfectly smooth surface for carpeting and linoleum. 


FIR PLYWOOD MARKED ( PMBC EXTERIOR ) HAS WATERPROOF GLUE 
59-2) 











The foremost name in Timber > 


J.GLIKSTEN 


& SON LTD. 
Carpenters Road, London, E.15. 


Telephone: AMHerst 3300. 


87, Lord Street, Liverpool, 2. 


Telephone: Central 7576. 


Victoria Dock, Citadel Street, Hull. 
Telephone: Hull 31144. 


Our stocks include 


AFRORMOSIA 
GUAREA 
IDIGBO 
IROKO 
MAKORE 
MAHOGANY 


British Honduras & African 


MANSONIA 
OAK 
SAPELE 
TEAK 


UTILE 
WALNUT 


African 


WALNUT 


American Black 


Can be kiln-dried to any desired moisture-content. 
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The foremost name in Timber 
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COPPER STRIPS 


for expansion joints 








All Reinforced Concrete Engineers recognise the advantage 
of using copper strips for sealing joints in concrete work. 
Copper is ductile, will mot crack under repeated 
bending, is non-corrosive and is unaffected by wet 

concrete. We specialise in the supply of per- 

forated copper strips of all required 

lengths and widths for expansion 

joints, and shall be pleased to 

submit prices against 

detailed <«pcification. 


J. ALEX 
CHEETHAM 
LTD. 


MORTON STREET - FAILSWORTH - MANCHESTER 
Telephone: FAllsworth 1115/6 D.S. 14 














RENown 5474 


MANDER & GERMAIN 


LIMITED 
Architectural Craftsmen 


MARBLE ~« STONE - GRANITE 


WILLOWBANK WHARF 
PUTNEY BRIDGE - LONDON S.W.6 








| 
| 


FLOORS + WALL LINING « CHIMNEY PIECES: ETC. | 








@ FOR THE SURVEYOR 
@ ENGINEER & CONTRACTOR 
IS 


HALE awo HALE -rirron-LTD.,ououer ror, srars 














THE ARCHITECT and Building News, 16 March 1960 


UNIT CONSTRUCTION +» QUICK DELIVERY 
SIMPLE ERECTION - LOW COST 


ASBESTOS SHEETING ON TUBULAR STEEL. COMPACT, TWO-LEVEL STORAGE. SINGLE OR BACK-TO-BACK PARKS 
WITH OR WITHOUT END SHEETS. SHELTERS OR CYCLE RACKS AVAILABLE SEPARATELY 

CYCLE PARK AS ILLUSTRATED HOLDS 40 CYCLES 

FOR FULL DETAILS AND 4” OR 4° DATA SHEETS, WRITE TO:— 


M-A°C ENGINEERING (BRISTOL) 


AVON WORKS, BRISTOL 3. TEL 64065 (3 LINES) 





Wim. F. BLAY Ltd 


ESTABLISHED 1908 


PUBLIC WORKS CONTRACTORS 


invite opportunities to tender for 


FACTORIES : SCHOOLS : OFFICES 
COMMERCIAL BUILDINGS 


DARTFORD & LONDON 


SPITAL STREET, DARTFORD, KENT 85 GLOUCESTER RD., S.W.7 
DARTFORD 3088 FREMANTLE 8161 


ASSOCIATED WITH 


RAWLINGS BROS. LTD. 
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Astute architects 
dispel 


_. gloom 


 GASCAL 


~ 








Photograph by permission of Richard Thomas & Baldwins Ltd. Gorseinon 

Roof reconstruction by Carter-Horseley (Engineers) Ltd. Tipton. 

In buildings around the world Cascalite is solving the problem of gloomy 

interiors. The solution is permanent, too, for Cascalite is virtually 

indestructible, resisting industrial fumes and the roughest installation 

treatment. Cascalite, plain or coloured is of infinite value to the architect 
for it is entirely suitable in either functional or decorative roles. 


For more information write to 
CASCELLOID (Division of the British Xylonite Ce. Ltd.) 
AT ABBEY LANE, LEICESTER, TEL. 61811 





ieee & STRUCTURAL 
BULDERS , STEELWORK 
ARE #NVITED 
TO WRITE FOR . for 
CONTAMGNG FULL INDUSTRIAL 
SIZE ILLUSTRATIONS pO peg PROJECTS 
WIREW ORK = ROOF TRUSSES i5 0 


to 100° 0° SPAN 


/ 
;' . The NORTHARC service 
can provide for steelwork 
y v i | R E ¥ V Oo Fe K supply only or include for erection and sheeting as required. Our drawing 
N 


office is available for plan preparation employing§the laces design methods. 
4 WOV R 
\ . pnts cele ert THE NORTHARC ORGANISATION LTD. 
F. W. POTTER & SOAR LTD. 


260. LANGHAM ROAD. TURNPIKE LANE. LONDON. N.15 
PHIPP STREET LONDON E.cC.2 


PHONE BOWES PARK 3757 
Shoreditch 9582 (3 lines) 

















6 DRAWER-DOUBLE ELEPHANT 


PLAN CHEST IN LIGHT OR DARK OAK FINISH 


PRICE £26 


Imperial and Antiquarian sizes are always in stock 








Remember we have the largest stocks in London of 
new and secondhand office furniture to choose from 


Architects’ inquiries receive personal attention 


S. MARGOLIS & SONS 


63/65 NEW OXFORD STREET, LONDON, W.C.1. Phone: Temple Bor 7364/9512 
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IMPORTANT 
NOTICE 


to 


ARCHITECTS, BUILDERS 
SURVEYORS 
HEATING ENGINEERS 
PLUMBERS 


and all concerned with 


installation 
of oil-fired 
appliances 


The installation of oil-fired equipment calls 
for skill, knowledge and experience. In the hands 
of the inexpert, it can lead to endless, serious 
trouble. 


The Oil Fired Appliances Section of the 
B.1.D., B.F.P.M., N.F.1., & S.M.P.M.F., has as 
its members, only merchants who are properly 
qualified to supply oil-fired appliances. Qualifi- 
cations for membership include technical know- 
ledge, adequate stocks, showroom facilities and 
an undertaking to supply only through approved 
installers. 

Be sure to purchase oil-fired equipment only 
from a qualified supplier. In any doubt, apply to: 


BUILDING INDUSTRY 
DISTRIBUTORS 


BRITISH FEDERATION OF 
PLUMBERS’ MERCHANTS 


NATIONAL FEDERATION OF 
IRONMONGERS 
(Wholesale Section) 


SCOTTISH METAL AND 
PLUMBERS’ MERCHANTS 
FEDERATION 


High Holborn House, 52-54 High Holborn, London, 
W.C.1. Telephone : CHAncery 7772/7 




















..» they used 


Woods Aerofoil fans 


For ventilating the Christie Library at Manchester 
University a silent system was necessary. Moreover, the 
fans had to fit into restricted 

space in the basement. Both 

requirements were met by 

using Woods Aerofoil fans 

with silencers. 


Brief details of the install- 








ationaregiven in Woods Fan 
Information Sheet VW2001. 


A copy will be gladly sent 








on request. 





The Christie Library, Manchester University. 


Consulting Engineers for the ventilation : Messrs. Cramp & Frith, Manchester. 
Contractors : G. N. Haden & Sons Lid., Manchester. 


WOODS OF COLCHESTER LTD 
Braiswick Works, Colchester, Essex. Colchester 5111 
Fan manufacturers since 1909 


An associate company of The General Electric Co. Ltd. of England 


BRANCH OFFICES AT: 
LONDON - BIRMINGHAM - PRESTON - BRISTOL - CARDIFF - HULL - IPSWICH 
LEEDS - LEICESTER - LIVERPOOL - MANCHESTER - MIDDLESBROUGH 
NEWCASTLE-ON-TYNE - NOTTINGHAM . SHEFFIELD - SOUTHAMPTON 
STOKE-ON-TRENT - GLASGOW - EDINBURGH - ABERDEEN - BELFAST 





Rol-over-dor 














PRICES FROM £17 £X% WORKS 


PROMPT DELIVERY 


_. 


The Rol-over-dor is made 
stronger to last longer. 24 gauge 
hot galvanised interlocking stee! slats form 
a continuous full width joint giving great 
strength and rigidity. The unique design 
operated by counter-balanced springs gives 
finger-tip control. 
No. weights! No pulleys ! 
The Rol-over-dor is supplied complete with 
all the necessary —— gear and with 
lock. Three sizes:- 7 ft. wide x 6 ft. 6 ins 
high, 7 ft. x 7 ft. and 8 ft. x 7 ft. 


made by Haskins 





for fully descriptive 
literature 


write or telephone: 


Brook Street 
Basingstoke 
Telephone 1070 





MAKERS OF THE WORLD FAMOUS ROLADOR SHUTTERS 
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ARCHITECTURE 
AS A CAREER 


A Practical Handbook 
for Students 


By Maurice E. Taylor, M.T.P.1., A.R.I.B.A., P.LL.A., F.R.LA.S. 
F.S.A.SCOT., R.1.B.A. DIST. T.P., A.A. DIP. Of Planning. A book 
in which the author, himself a successful practising architect, 
discusses the various methods of approach to the architectural 
profession. He explains clearly the regulations and documents 
concerning al] the important R.1.B.A. examinations and offers 
advice which no student intending to take the examinations 
can afford to miss. He also gives essential information on 
the many valuable scholarships and prizes open to students, 
again accompanied by much sage counsel. 

The book offers practical, comprehensive information on 
every aspect of the profession. It discusses, from the student’s 
viewpoint, the many problems he is likely to encounter and sets 
out plainly, fully and sympathetically everything the intending 
architect will require to know during his student days. 


10s. 6d. met By post ils. 3d. 


Published for “The Architect and Building News” 
Obtainable from all booksellers or direct from: 
DORSET HOUSE, STAMFORD STREET, LONDON, S.E.1 








ACTUAL MANUFACTURERS OF 
EXTERIOR GRADE 


PLYWOOD and 
VENEERED PLYWOOD 


SPECIALITY — PANELLING 
TO 
ARCHITECTS’ SPECIFICATIONS 
RELIABLE PLYWOOD COMPANY LIMITED 


PROGRESS WORKS, WARBURTON STREET, LONDON, E.8 


Telephone: Clissold 3496/7 Telegrams: Reliaply-Hack, London 











NEAT, NOISELESS, AUTOMATIC 
* 
Silent, reliable, easy-to-fit, with just four screws, 
the Gibraltar Door Closer is precision-made and 
sealed from dust and grit. Cream stove enamel 
or black crackle finish. App. 4” long. Weight Ib. 
eo 
~~ tas } 
se 2 








Re ow 


Stand’d Model 17/6 
De Luxe Model 27/6 


Full details from : 
GIBRALTAR 


PRODUCTS 
(Dept. ANI2) 
Wheathampstead ) 


j 


Apprd. byjthe Council of Industrial 
Design and ‘Everywoman” Home 
Centre. One year guarantee. 


Tel.: Wheathampstead 2262 














This catalogue contains all you need to 
industrial and domestic blinds, shutters, curtains and screens. 


Write to the manufacturers or use reply paid form this issue 


TRANSENNA WORKS 
LAYCOCK STREET, LOND 


TIDMARSH { 


IN, N.I 


know about 








Telephone: 
CAN 226! (6 lines) 
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OFFICIAL ANNOUNCEMENTS 


APPOINTMENTS 


* CONTRACTS - 


TENDERS 


Rate: 25/- per inch and pro rata, minimum half inch. Close for press Ist post Monday for following Wednesday Issue 





APPOINTMENTS 


APPOINTMENTS (cont) 


APPOINTMENTS (cont) 





ARCHITECTS AND 
MAINTENANCE SURVEYORS 
PENSIONABLE posts for men and women at 
least 25 and under 35 on 1.1.60 (extension for 
Regular Forces Service, Overseas Civil Service, 
Established Civil Service and Temporary Govern. 
ment Service as Architect or Maintenance Sur- 
veyor). Candidates must be Registered Architects 
or, alternatively, for Maintenance Surveyor posts, 
have achieved Corporate Membership of R.I.C.S 
(Building Section), or have passed examinations 
necessary for attaining Corporate Membership 
Starting salary (men, London) from £830 to 
£1,125 according to age. Scale maximum (London) 
£1,300. Promotion prospects. Write Civil Service 
Commission, 17 North Audley Street, London, 
W.1, for application form quoting $/60-61. 

(6256 





Hemel Metporees Development Corporation 
SENIOR ARCHITECT 
(Vacancy No. 188) 

SALARY scale £1,065/£1,220 or £880/£1,065 
according to qualifications and experience 

Applicants should have passed Final R.I.B.A 
examination. Experience in design and execution 
of housing, neighbourhood shops or industria! 
buildings desirable. 

Conditions of service similar to those in Local 
Government. Housing accommodation available 

Applications, endorsed ‘“‘Vacancy No. 188,"' 
giving age, education, qualifications and experi- 
ence and names of two business referees, should 
reach General Manager, Westbrook Hay, Heme! 
Hempstead. by March 25 [6257 





Borough of Keighley 
Borough Architect’s Department 

APPLICATIONS are invited for the post of 
Assistant Architect, Special Grade, salary scale 
£785/£1,070, with placing according to qualifica- 
tions and experience. The post is superannuable 
and subject to medical examination 

Applicants must have had «ood experience in 
architectural design and building work under con- 
struction. Other things being equal, preference 
will be given to applicants who have passed the 
examination for Associateship of the R.I.B.A 

Applications to be made upon the prescribed 
form to be obtained from the undersigned, to 
whom same must be returned, accompanied by 
copies only of two recent testimonials, not later 
than first post, Thursday, March 24, 1960 

G. FELGATE, A.R.1.B.A., 
Borough Architect 

Borough Architect's Department 
College Street, 


Keighley [6260 





Welsh Regional Hospital Board 
Architect's Department 
APPLICATIONS are invited for 
Posts 
(a) Senior Assistant Quantity Serveyor. Appli- 
cants must be Corporate Members of the Royal 
Institution of Quantity Surveyors. Salary: £1,050 
x £303) x £35(3)—41,245 (under review). Person 
appointed must have extensive professional experi- 
ence in the preparation of Bills of Quantities and 
Final Accounts, Site Measurement and Valuation 
for interim certificates on Architectural and 
Engineering projects 
(b) Assistant Architect. Applicants must be 
Registered Architects. Salary: £730 x £25(2) x 
£3002) x £35(S) x £40(1)—41,055 (under review) 
Age and experience can be taken into account in 
fixing the commencing salary. Person appointed 
must be well experienced in the preparation of 
1/8 scale working drawings, details, specification, 
surveying, levelling and the supervision of 
contracts 
(c) Architectural Assistant. Applicants must 
possess the Intermediate Examination of the 
R.I.B.A. and have had good experience in genera) 
architectural practices. Salarv: £545 at age 21 or 
over, x £20(3) x £25(4) x £30(2)—£765 
(d) Draughtsman. Applicants must have had 
suitable training and some technical experience in 
architectural drawiny. Salary £445 at age 21 or 
over, x £25(2) x £30(3)}—£660 (under review). 
All posts are superannuable and terminable by 
one month's notice on cither side. Applications 
stating age, experience, qualifications, present 
position and salary, together with the names of 
two referees, to the Secretary of the Board, 
Temole of Peace and Health, Cathays Park, 
Cardiff, within 14 days of the appearance of this 
advertisement 16273 


the following 


ACCOMMODATION OFFICER 
(age 45-55) 

REQUIRED by Medical Research Council, 38 
Old Queen Street, Westminster, $.W.1, for work 
at headquarters’ office. Duties include responsi 
bility for some 70 widely scattered research 
establishments, ¢.g., maintaining a _ register of 
accommodation and a schedule of repairs and 
redecorations; instructing architects and other 
specialists for capital building programme; pre- 
paring drawings and specifications for munor 
works 

Candidates should have sufficient knowledge of 
conveyancing and legal matters to be able to 
instruct solicitors 

Salary according to qualifications and experi- 
ence, at point within range £1,205/£1,480 per 
annum, superannuation provision 

Write full details (naming two professional 
referees) to Personnel Officer [6262 





Borough of Maidenhead 

Borough Engineer and Surveyor’s Department 

JUNIOR ARCHITECTURAL ASSISTANT 
APPLICATIONS are invited for the appointment 
of a Junior Architectural Assistant on Grade I to 
Il of the National Scales (£610/£880), Com- 
mencing salary according to qualifications and 
experience. 

Candidates must have received proper training 
as architects and preference will be given to those 
who have an Intermediate qualification 

The appointment will be subject to the National 
Scheme of Conditions of Service, the Local 
Government Superannuation Acts, the satisfactory 
passing of a medical examination and termination 
by one month’s notice on either side. 

Housing accommodation is provided 

Applications stating age, qualifications, experi- 
ence and starting salary required accompanied by 
the names of two referees, must be sent to the 
Borough Engineer and Surveyor, 14 Craufurd 
Rise, Maidenhead, by Thursday, March 31, 1960 

Canvassing will be a disqualification and candi- 
dates must disclose whether to their knowledge 
they are related to any member or senior officer 
of the Council 

STANLEY PLATT, 
Town Clerk. 
Guildhall, 
Maidenhead 


March 9, 1960 [6279 





City of Oxford Education Committee 
College of Technology 

AN additional Lecturer in Construction for work 
with students of Architecture, Building and Quan- 
tity Surveying is to be appointed from September, 
1960. Applicants should be Associates of the 
R.I.B.A., preferably with school training, and 
have had good professional and some teaching 
experience 

Salary on Burnham Technica! Scale 
£35—£1,550 per annum 

Increments above the minimum of the scale 
may be allowed for approved professional experi- 
ence 

Further 


£1,370 x 


particulars and application form 
(stamped, addressed envelope) can be obtained 
from The Principal, College of Technology, 
Headington Road, Oxford, to whom applications 
should be returned by April 6, 1950 [6274 





County of Durham 
APPOINTMENT OF COUNTY 
APPLICATIONS are invited for the post of 
County Architect. Candidates must be Fellows or 
Associates of the Royal Institute of British Archi- 
tects and preference will be given to those having 
had experience under large public authorities. 

The salary will be £3,740 a year, rising by three 
annual increments of £135 to a maximum of 
£4,145. Superannuation deductions Medical 
examination. Applications, stating age, education, 
qualifications, experience and present appoint- 
ment, with the names and addresses of two 
referees must be received by me not later than 
noon on March 28, 1960 

Personally canvassing the 
Council is prohibited. 


ARCHITECT 


members of the 


J. K. HOPE, 
Clerk of the County Council. 
Shire Hall, 
Durham 


Borough of Lewes 
ARCHITECTURAL ASSISTANT 
APPLICATIONS are invited for this appointment 
Salary Grade APT I (£610/£765) commencing 

according to experience 

Preference will be given to applicants who have 
passed the Intermediate examination of one of 
the recognized professional institutions, and who 
have had practical) experience in the planning and 
construction of housing schemes. Usual conditions 
applicable 

Application on 
Borough Engineer 
Lewes, to be 
April 4, 1960 


forms obtainable 
and Surveyor, 
returned to him not 


from the 
Town Hall, 
later than 


R. A. R,. GRAY, 
Town Clerk 
Town Hall 
Lewes 


Sussex [6276 





H.M. INSPECTORS OF SCHOOLS 
Ministry of Education 
NON-CONTRIBUTORY pensionable posts in Eng- 
land for men and women preferably under 45, 
with appropriate professional qualifications. Teach- 
ing and practical experience desirable in any 
aspect of technical education but especially in 
Architecture, Building, Engineering (Chemical, 
Mechanical, Electrical or Production), Mining, 
Caterine, Women's Technical Subjects, Physics, 
Art, and Industrial Design, Commerce 

Men’s starting salary (London) £1,585/£2,520. 
Appointments may be made above the minimum 
Higher posts filled by promotion, also some with 
£140 allowance 

Application form from the Secretary (Inspector's 
Section), Ministry of Education, Curson Street, 
W.1. Closing date May 6 [6265 





The County Council of the County of Wigtown 
APPLICATIONS are invited for the permanent 
appointment of Senior Architectural Assistant 
in the County Architect’s Department. Salary 
scale: Chief Officials (£987/£1,243). Applicants 
must be A.R.I.B.A., preferably having experience 
in design and construction of schools. Housing 
accommodation will be provided if necessary 
Medical examination. Superannuation. Applica- 
tions, stating age, particulars of experience and 
qualifications and giving the names of two referees 
should be lodged with the undersigned within 
14 days of the date of publication of this 
advertisement 
D. A. AITKEN, 
County Clerk 

County Offices 

Stranraer 


March 8, 1960 [6267 





Northern Polytechnic. Holloway, London, N.7 
THE Governing Body invites immediate applica- 
tions for the followint appointments to the 
Department of Architecture, Surveying and Build- 
ing, to commence in September 

(a) Leeturer in Advanced Construction and 
Related Subiects. Suitable practical experience 
essential. Some teachine experience desirable. 

(b) Lecturer in Desien and Working Drawings. 
Experience in the olenning, construction and 
equipment of large buildines essential 

Anplicants should be Associates of the Roval 
Institute of British Architects. Salary scale: £1,370 
x £35—£1,510 x £40—41,550, together with allow- 
ances in accordance with the Burnham Award 

Aoovly for further particulers (state appointment 
in which interested) and form of application 

R CURRELI ; 
Clerk 
[6268 





Merioneth County Council 

SENIOR PLANNING ASSISTANT 
REOUIRED. Apolicants should be Corporate 
Members of the Town Plannine Institute or hold 
an eauivalent aualification. Salary with Grades 
APT III and IV according to qualifications and 
experience. A car allowance will be paid on the 
“‘Fesential User’ scale for a car not exceeding 
1199 ¢.c. Further particulars and anplication 
forms frre Clerk of the County Council, County 
Offices, Penarlag, Dolgeiiau. Closing date: April 4. 
1960 {624 





Classified Advertisements 
continued overleaf 





APPOINTMENTS (cont) 
Rate: 25/- per -~ yw A gg rata, minimum 





The Urban District Council of Aberdare 
APPOINTMENT OF 
ARC ASSISTANT 


APPLICATIONS are invited for the post of 
Architectural Assistant in the Engineer and Sur- 
veyor’s Department, from persons holding the 
Intermediate Certificate of the R.I.B.A., or the 
. A.A.S. (or an equivalent examination recognized 
y the Architects’ > Resistwation Council) 
The salary for the post will] be APT Grade III 
and further details may be obtained from me. 
Applications must reach me on or before 
Friday, April 1, 1960. 
D. G. JAMES 
Clerk of the Council 


Town Hai! 


Aberdare [6272 





Borough of Ilkeston 
APPOINTMENT OF 
ARCHITECTURAL ASSISTANT 
Grade APT IV (£1,065/£1,220) 

AN Assistant (Degree Diploma or A.R.I.B.A.) is 
required by the Corporation for a wide range of 
development. In addition to the normal housing 
programme consideration is now being given to 
the provision of new municipal offices, swimming 

baths and a bus station 

The post is superannuabie, 
one month's notice on cither 
passing of a medical examination 

five-day working week is in operation, 

housing accommodation will be provided if re- 
quired and consideration will be given to financial 
assistance in connection with removal expenses. 

Iikeston is a progressive town of approximately 
35,000 population lying some eight miles from 
Nottingham and 10 from Derby, being in close 
proximity to the Peak District Nationa! Park. 

Forms of application and conditions of appoint- 
ment may be obtained from A Marshall, 
M.i.Mun.E., F.1.A.A., Borough Surveyor and 
Water Engineer, Town Hall, Ilkeston, Derbyshire, 
to whom they are to be returned by Wednesday, 
April 6, 1960 


being subject to 
side and to the 


J. YATES, 
Town Clerk 
{62 





London County Council 
ARCHITECTS 
(up to £1,135) (under review) 
REQUIRED for Housing, Schools, General and 
Special Works Divisions. Full and varied pro- 
gramme of new work including schools, multi- 
storey flats and town development. Starting 
salaries according to qualifications and experience 
Particulars and application form from Hubert 
Bennett, F.RIBA.. Architect to Council, 
(EK/ ABN /496/3). County Hall, S.E.1 (6264 





County Borough of Bury 
APPLICATIONS invited for 
manent appointments 

(a) Chief Assistant Architect, 
£1,375) 

(b) Engineering Assistant, APT I or APT II or 
Special Grade (£610/£765 or £765/£880 or £785/ 
£1,070) 

Commencing salaries 
and experience 

Applicants for appointment (a) should be 
experienced in the design and- construction of 
large public buildings and should be professionally 
qualified 

Applicants for appointment (b) should be 
university graduates or final year students, who 
wish to commence their training under the scheme 
for the Training of Municipal Eneineers, or 
assistants who have completed their training 
period 

Applications stating age, 
qualifications, experience, present and previous 
appointments and salary, together with the names 
and addresses of two referees, must reach me by 
April 4, 1960 


the following per- 
APT V (£1,220 


according to qualifications 


details of training 


EDWARD S. SMITH 
Town Clerk 
Town Hall! 
Bury 
March 7, 1960 [6261 





CHIEF oat eae 
required b 
A. Ht. ANDERSON ‘LIMITED 
THIS company requires a Chief Architect who 
combines outstanding design ability with the maxi- 
mum qualities of aa on the building site 
and in the design office ¢ wil] be in complete 
technical control of the company’s operations and 
will have under him, not only assistant architects, 
but also surveyors 
This is a challenging post in an expanding 
company, which, in connection with its method of 
construction, known as A.75, provides the archi- 
tectural profession with a comprehensive design 
and management service 
Commencing salary £1,500/£2,000 p.a. Applica- 
tions in writing to the Managing Director, A. H 
Anderson Ltd., 66 Victoria Street, London, $.W.1 
(6286 
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Paddington Borough Cou 
BUILDING SURVEYING ASSISTANT 
(£795 /£910) 
STARTING salary according to qualifications and 
experience. Candidates, preferably with Inter- 
R.I.C.S, (Building), should be able to prepare 
estimates, specific ms and supervise conversion 
and repair work, house and civic properties, sur- 
veying, levelling nd final accounts experience 
desirable. Furn age, qualifications, experience 
two referees s by March 31 (quoting A.463) 
W. H. BENTLEY 
Town Clerk 
Town Hal 
Paddington, W 


[628 





County Borough of Blackpool 
APPLICATIONS (by arch 23) are invited for 
the followir 

(a) Assistant 
£1,070) 

(b) Architecteral, 
or APT Il (£7¢€ 
(c) Senior 
Special (£785 
(d) Assistant Qeantity Surveyor, APT 

£880) 
(ce) Town 
(£785 / £1,071 
Applicati and particulars from Borough 
Surveyor (A Hamilton, B.Sc A.R.1.B.A.), 

P.O. Box | Municipal Offices, Blackpool 
{6275 


Architects, APT Special (£785 


Assistants, APT I (£610/£765) 


Resistant Quantity Serveyor, APT 


Il (£765 
Planning 


Assistant, APT Special 





Iiford and Barking Group Hospital Management 
Committee 

Greup Works Department, Uferd Maternity 

Hospital, Eastern Avenue, Iiford, Essex 

(Adjacent Newbury Park Station—Central 


London Line) 
ASSISTANT ENGINEER 
Superintendent Engineer in 
Engineering and Building 


REQUIRED 
the superv the 
Services in tt ip 

Applican have a first 
of mechan gincring and building services 
also. drawings rd experience. Knowledge of 
electrica ' ms would be an advantage 
Preferenc a given to candidates who are 
studying eng echnology 

he pos ct to the Terms and Conditions 
of the apr Whitley Council. Salary £575 
(S x £25)—4 plus London Weighting. (Salary 
under revicw 

Apply ¥ & 


class knowledge 


stating age, qualifications, 
details of ex ¢, together with names and 
addresses ) referees to the Group Secretary 
King Geor; lospital, Ilford, Essex, as soon as 
possible [6282 





Coenty Borough of East Ham 

ARCHITECTURAL ASSISTANTS 

APT I y up to £795 per annum) 
SUBSISTENCE wances may be granted over 
a reasonat to the persons appointed if 
unable t ‘ ible housing accommodation, 

necessitatin I ntenance of two homes 
Further d nd application forms return- 
able by Ay 1960 —_ the Town Clerk, 


Town Ha "| " Ham, E.6 {6281 





County Borough of East 
PRINCIPAI ASSIST ANT PL ANNING. OFFICER 

Gra APT IV (£1,065/£1,220) 
VACANCY he Borough Engineer's Depart- 
ment. Lond Weighting paid in addition 

ab mum paid according to quali- 
tions 2 < 

Subsister wance may be 

reasonable 
to obtair 


paid over a 
person appointed if unable 
ousiInNg accommodation, neces- 
sitating th nee of two homes 
Details cation form from the 
Clerk, E.¢ 
Closing 


Town 


1, 1960 [6280 





TENDERS 


nch and pro rata, 
half inch. 


minimum 





HARROLD 
WwW. & H. Peacock 
tions from the Executors of 
the late 
Eds Clayson, J.P., to offer 
FOR SALE BY TENDER 
I Valuable Freehold 
YARD. JOINERY WORKSHOPS 
AND PREMISES 
formerly C. Clayson & Sons) 
HIGH STREET, HARROLD 
Together wit! he Fixed Machinery, 
Plant and Materials 


also 
FREEHOLD BUILDING LAND 
HIGH STREET, HARROLD 
with Outline Planning Consent) 
Full par Conditions of Sale and Form 
of Tender . »btained of 
The Ager W. & H. Peacock, 6 Dame 
Street. Bedf 2021) and 10 Lime 
ford (66366 
The So Messrs. J 
High Str y (215/6) 


BUILDER'S 


Builders’ 


Alice 
Street, Bed- 
Garrard & Allen, 
[6263 


16 March 1960 


ARCHITECTURAL APPOINT- 
MENTS VACANT 


Rate: 1/9 per line, minimum 3/6, average 
line six words. 





Air Ministry, Works Design Branch 
REQUIRES in London and Provinces 
tectural Assistants with ade uate 
drawing office experience, ONC (Building) an 
advantage. Work includes site layouts, sketch 
plans, working drawings and details in permanent 
and semi-permanent construction. Financial assis- 
tance and time off given for recognized courses of 
study. Promotion and pension prospects. Five-day 
week with 18 working days’ leave per year initially 
Overseas tours for which special allowances 
granted. Salary in London ranges from £680 (age 
25) to £900 p.a. for men; from £673 to £868 p.a 
for women, somewhat lower in Provinces. Com- 
mencing salary dependent on age, qualifications 
and experience. Applicants, who must be natural 
born British subjects, should write to Air Ministry 
W.G.c, Lacon House, Theobald’s Road, London, 
W.C.1, or to any Employment Exchange (quoting 
Order No. King’s Cross 3744), giving age, details 
of traming, qualifications, full particulars of 
former posts held and copies of any testimonials 
Candidates selected will normally be interviewed 
in London and certain expenses reimbursed 

LORRY 


Archi- 
training and 


ARCHITECTURAL ASSISTANTS required for 
private practice London for interesting and varied 
work. Applicants should be of Intermediate stan- 
dard, with office and survey experience. Salary 
by arrangement. Write giving brief particulars, 
present salary, age, etc. Box 7677 {6214 


ARCHITECTURAL ASSISTANT, Intermediate 
standard. Busy London office. Good prospects 
Box 3668. [0080 


ARCHITECTURAL ASSISTANT required, 
at least two years’ office experience. Apply in 
writting to Thomas Mitchell & Partners, 20 
Bedford Square, London, W.C.1. {0916 


ARCHITECTURAL ASSISTANT, London, Fina) 
standard. Industrial and commercial, Progressive 
and interesting. Salary according to experience 
and ability, Box 3667. {0079 


ARCHITECTURAL 


with 


ASSISTANTS required, in- 
termediate standard, busy London and Reading 
offices. Good prospects. Apply Eric G. V. Hives 
& Sons, 46 Queen's Road, Reading. (Telephone 
§5484/5.) [6269 


ARCHITECTURAL ASSISTANTS, Senior and 
Junior, required by firm in High Wycombe for 
commercial and industrial schemes. Scope for 
responsibility and experience. Five-day week 
Write Box 7936 {0690 


ARCHITECTURAL ASSISTANT of Intermediate 
Standard required for busy general practice 
Write stating age, experience and salary required 
to Earp, Badger & Harrison, A/A.R.1.B.A 

Guild Chambers, Scholars Lane, Stratford on 
Avon [6270 


ARCHITECT requires Chief or Senior 
also Junior Assistant for interesting work in- 
cluding shops, offices and schools. Apply in 
writing stating age, experience and salary required 
to Roff Marsh, F.R.I.B.A., 

London Road, Chelmsford 


Assistant 


ARCHITECTS (up to £1,135, under review) 
required for interesting work for parks and open 
spaces in association with landscape architects 
Also Quantity Surveyors (up to £1,135, under 
review), and Architects’, Landscape Architects’ 
Quantity Surveyors’ and Building Surveyors’ 
Assistants (up to £895) 
Apply Chief Officer, Parks Dept 

County Hall, London, S.E.1 (WATerioo 
Ext. 8076). (453.) 


Lea 
5000 
(6254 


ARCHITECTURAL REPRESENTATIVE required 
by expanding London company manufacturing 
insulation materials. Must have sound knowledge 
of building construction and design and be well 
connected among architects. Good salary, Car 
supplied. Only first-class man considered. Sales 
Manager, Box 7838 (6258 


ASSISTANTS of all grades required immediately. 
High starting salary.—Please phone AMB as 


BRASIL SPENCE AND PARTNERS require quali- 
fied and experienced Architects to fill positions of 
responsibility on a major building programme 
Write to 48 Queen Anne Street, W.1, stating 
experience and salary required. (6228 


COVELL & MATTHEWS 
uire 


req ; 
capable and enthusiastic 
Senior and Junior Assistants 
to work on large central area redevelopment 
jects 


pro ; 
Salary according to experience 
= 4 week 
Ring REGent 2291 


(S951 
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RATE: 1/9d per line, 
average line 6 words. Each para charged 
separately. Advertisements for Situations 

anted are accepted at the specially reduced 
rate of 6d. per line, minimum 1|/6d. 


minimum 3/6d, 





MISCELLANEOUS SECTION 


BOX NOS. add 2 words plus 
registration and forwarding replies which 
should be addressed c/o ‘‘The Architect & 
Building News,’’ Dorset House, Stamford 
Street, London, S.E.1. 


I/- for 


SEMI-DISPLAY Advertisements with cen- 
tralized lines are charged at 25/- per inch. 
and pro rata, minimum half inch. : 
PRESS DAY, Monday. Remittances payable 
to Messrs. Iliffe & Sons Ltd., Dorset House, 
Stamford Street, London, S.E.1. 


No responsibility accepted for errors 





ARCHITECTURAL APPOINT- 
MENTS VACANT (cont) 


ARCHITECTURAL APPOINT- 
MENTS VACANT (cont) 





DEVEREUX & DAVIES require capable and 
enthusiastic Architectural Assistants; salary £750 
per annum or according to experience and ability 
Devereux & Davies, 3 Gower Street, Bedford 
Square, London, W.C.1. [0840 


DEVEREUX & DAVIES require capable and 
enthusiastic assistant architects salary £1,000 per 
annum or according to experience and ability.- 
Devereux & Davies, 3 Gower Street, Bedford 
Square, London, W.C.1 


ELIE MAYORCAS requires Senior Assistants 
with minimum of three years’ office experience in 
this country. Write, giving particulars of archi- 
tectural education and experience, and salary 
required, to: 13 David Mews, Baker Street, 10560 
03 


FOUR FIGURE SALARY offered to experienced 
Assistant willing to accept responsibility and 
capable of handling contracts for schools, fac- 
tories, and domestic work, from sketch plans 
to completion. Progressive long-established practice 
50 miles west of London. Small furnished 
unfurnished country cottage available. Bonus 
scheme in operation. The appointment is per- 
manent and practical experience and construc- 
tional knowledge are more important than 
academic qualifications.—Reply, giving full details 
to Box 7763 {6238 


GEOFFREY BAZELEY & BARBARY 
additional staff, qualified, 
for their Plymouth 
age, experience and 
Alverton, Penzance 


LARGE-SCALE development in London and 
industrial buildings in Home Counties. High 
office blocks and residential flats. Four Assistant 
Architects required. Senior and Intermediate stan- 
dard. West End office. Five-day week. Good 
salaries and bonuses. Box 7076. [0380 


LONDON ARCHITECTS require Assistants of 
Intermediate and of Final standard for work on 
large scale University devel ent. Salaries com- 
mensurate with experience, Five-day week. Tele- 
phone: WHI 2552 or write Box 7100. [0590 


LOUIS DE SOISSONS, PEACOCK, HODGES, 
ROBERTSON & FRASER have vacancies for 
young, qualified, and junior Assistants in their 
Exeter office. Applications, giving details of 
experience, age and salary, should be sent to 
12 Baring Crescent, Exeter. [6240 


require 
Intermediate and Junior 
office, Particulars, including 
salary required, to 15/16 
[6278 


RAMSEY. MURRAY, WHITE & WARD require 
a qualified Assistant. Salary according to experi- 
ence. Apply to the Secretary, 32 Wigmore Street, 
London, W.1 [6216 


ARCHITECTS 


Research and Development 


The DEVELOPMENT ARCHITECT 
of John Laing & Son Ltd. has vacancies 
for ASSISTANT ARCHITECTS to 
work in the CONSTRUCTION DE- 
VELOPMENT DEPARTMENT at the 
Research and Development Centre at 
Boreham Wood. 

The work of the Department in- 
cludes Research into Building Systems, 
Techniques and Materials, and func- 
tions in association with related 
research departments concerned with 





QUALIFIED and Unqualified Senior and Junior 
Architectural Assistants required Salaries by 
arrangement. After qualifying period a bonus 
scheme is in operation, together with a non-con 
tributory pension and life assurance scheme 

Telephone CHAncery 3526 for an appointment or 
write Woodroffe, Buchanan & Coulter, 5 Bedford 
Row, W.C [6259 


VARIED country practice requires Junior and 
Senior Assistants with good all-round knowledge 
initiative, and sense of responsibility. Five-day 
week. Salaries according to experience. Full details 
of training, etc., to Alexander Graham 
F.R.I.B.A., Chartered Architect, 15 The Tything, 
Worcester [6284 





SITUATIONS VACANT 





EXPERIENCED Builders’ 
quired. Apply G. E. 
12 Kingsway, 
and salary 
be needed 
PATRICK GWYNNE requires an Assistant to 
work personally with him on private houses and 
interior design. Must be thoroughly experienced 
and capable of first-class detail drawing, The 
Homewood, Esher, Surrey. Tel. Esher 3310 

[6233 


General Foreman re 
Sargeantson & Son Ltd., 
Scunthorpe, state age, experience 
required, also three references will 
{6285 





WORK WANTED 





BUILDER and Decorator, A. G. Davenport, 274 
Downham Way, Downham, Kent, LEE Green 
8796. Keenest prices for all types of interior and 
exterior decorating. Try us! [6006 


EXCAVATION sub-contracts, site development, 
overburden removal, clay getting, earth dam con- 
struction, etc. Technical staff available to analyse, 
programme and price complex projects. Particular 
attention given to finish and compaction. D.9, 
D.8, TD.18 and TD.14 scrapers, excavators, load- 
ing shovels and lorries available with competent 
and imaginative supervision for execution of work. 
Also interested in overseas projects calling for 
not exceeding 10,000yd per week output. Dick 
Hampton, Blacknest, Alton, Hants. Tel.: Bentley 
224 [0334 
G. BARTER & CO., Industrial Decorative Spray 
and Brush Painters (labour only on contract). We 
supply equipment, la Whitton Way, Hounslow, 
Middlesex. HOUnslow 9615. SOUthall 38 083 





SERVICES OFFERED 





LONDON ARCHITECT with varied 
availab'e to assist part-time or undertake any 
architectural work speedily and efficiently. Car 
owner. Comp‘ete confidence.—-Box 7888 [6266 
Q.S. offers services preparing Quantities for R.C 
structures—site measurements—final accounts 
London, S.W. and W. Midlands. Box 7804. (6246 


YOUNG firm going through lean period able 
to undertake: design, working drawings, surveys, 
perspectives, displays, typography.—Phone BARnet 
§235, or Box 7478. [6170 


experience 


MISCELLANEOUS 





REFRIGERATED SHELVES for bottle cooling: 
beer and wine coolers, etc., for hotel, i 
and licensed trades, supplied 


catering 
I ies, and installed. 
G.V.E. Ltd., 231 Strand, 


.2. FLE 5947. 
{08 





COMPETITION 





Sheffield Regional Hospital Board 
ARCHITECTURAL COMPETITION 
NEW HOSPITAL AT BOSTON, 
LINCOLNSHIRE 
THE Board, who are the Promoters of this com- 
petition, invite Architects resident in Great Britain, 
Northern Ireland and Eire to submit designs in 
competition for a new hospital to be erected at 
Boston, Lincolnshire 
The hospital will comprise some 474 beds with 
the usual ancillary departments 
The Promoters have appointed Mr. John Murray 
Easton, F.R.1.B.A., as Assessor to adjudicate on 
the designs received and to make the Award 
The competition will be conducted in two 
stages, the Preliminary Stage comprising a sketch 
scheme showing to a small scale, plans, sections 
and elevations in sufficient detail to explain 
broadly the general planning, massing and com- 
position of the scheme 
From the competitors taking part in the Pre- 
liminary Stage, the Assessor will select six to 
proceed to the Final Stage and to prepare more 
detailed schemes in accordance with the require 
ments set out in the Conditions 
Each of the six selected competitors will receive 
a premium of £500, provided that such schemes 
are jn accordance with the Conditions. The author 
of the design placed’ first by the Assessor will 
receive, in addition to the premium of £500, a 
further premium of £1,500, both sums to merge 
into the fees payable to the author of the selected 
design 
For the purpose of this competition, the word 
““Architect”’ shall mean any person who, at the 
time of his application for the competition Condi- 
tions is registered under the Architects’ (Registra- 
tion) Acts, 1931 and 1938, or, being qualified 
for registration, had already made application to 
the Architects’ Registration Council in the pre- 
scribed form, to be admitted to the Register 
Any applicant for the Conditions should state 
his registration number, and in the case of an 
unregistered person who has made application for 
registration, the date of such application and the 
number of the receipt issued by the Architects’ 
Registration Council in respect of the admission 
fee. Where application is made by a firm, the 
revistration numbers of the architect partner or 
partners of the firm must be given 
Applications for Conditions, of 
accommodation, site plans, etc., accompanied by 
1 deposit of two guineas are to be addressed to 
the undersigned. Deposits will be returnable upon 
receipt of a bona fide design, or if Conditions are 
returned within one month before the date of 
submission of designs 
LEONARD W. FAULKNER 
Secretary to the Board 
Sheffield Regional Hospital Board 
Fulwood House, 
Old Fulwood Road, 
Sheffield. 10 


schedules 


16255 





BOOKS 





FOR SALE 





GLASS REINFORCED PLASTICS. By Phillip 





Morgan. Many developments in the field of glass 
reinforced plastics have called for considerable 
changes in this important book—first published 
in 1954 and already reprinted. The text has been 
largely rewritten and three new chapters have been 
added, thus bringing together all the latest infor- 
mation about the raw materials, fabrication 
techniques and _ specialized applications. This 
second edition is of the utmost importance not 
only to the plastics industry but to the many 
other industries which are making increasing use 
of glass reinforced plastics. 45s net. from leading 
booksellers. By post 46s 9d from The Publishing 
Department, Iliffe & Sons Ltd., Dorset House, 
Stamford Street, S.E.1. 


Chemistry, Physics and Concrete 
Technology. 

Applicants should be A.R.I.B.A. 
with some years’ sound experience and 
should have a particular interest in 
Research. 

Apply in first instance to Personnel 
Manager (RDA6), John Laing & Son 
Ltd., London, N.W.7. 


BARGAIN! Drawing 
Typing Carbon. 
Gibbons Ltd., 


Paper, Tracing 
at reduced prices 
East Ordsal! Lane, 


Cloth, 
Samples from 
Salford, 3 

(6283 





SHOPFRONTS 





CONSULT Burns 
priced Shopfronts 
CHI 1852/7601 


Shopfitters for 


your Budget- 
8 Essex Place, 


London, W.4 
[0680 











London, 
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Sth edition 


of the most useful reference work 
for architects. Completely revised and 
up-to-date . . . mow available 


Since it was first published in 1936 this book has firmly established itself 
s an indispensable work of reference for all who plan and design buildings. 
concise form, specially devised for easy reference, it gives all the basic 
formation necessary to the planning of a wide variety of buildings. Now 
ts 8th Edition, it has been completely re-written to conform to modern 
practice, 


[he general feeling of the professional planner will be one of warm 


ppreciation for technical guidance covering so wide a field and so 
ractively conveyed”—The Surveyor. 


PLAN NIN G 


The Architect’s Handbook 


S. Rowland Pic F.R.I.B.A., DIST.T.P., Rome Scholar in Architecture; Patrick Cutbush, 
from leading A.R.I.B.A., A.A.DIE L.A., R.LB.A., Alfred Bossom Gold Medallist; and Anthony Williams, 


A.R.LB.A., A.A.DIP 
booksellers 


63s net 


by post 65s 


Published for ‘“‘The ARCHITECT & BUILDING NEWS” by 
lliffe & Sons Led Dorset House Stamford Street London S.E./ 
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Cafferata & Co. Lid 41 Northare Organisation, The 
Cascelloid Ltd 70 Hailwood & Ackroyd ! 1¢ U.A.M. Co. Lid 
Cellon Ltd. 13 Hale & Hale Lid 
Cheetham, A. J., Ltd 68 Halstead, J., Ltd Paniquil (Sales) Ltd 
Coburn Engineers Ltd 36 Haskins 12 Park Cross (Merchants) Ltd Vigers Bros. Lid 
Colt Ventilation Ltd. ! Hathernware Ltd ) Pilkington Bros. Ltd 46/47 & 60/ 
Compactom Lid 17 High Duty Alloys Lid Plyglass Lid 
Coughtrie, J. & G., Ltd 59 Holoplast Lid Plywood Manufacturers’ Assoc Ward, Thos. W., Lid 
Crapper, Thomas, & Co. Lid 65 Hope, Henry, & Sons Lt of British Columbia Wednesbury Tube Co. Lid 
Crittall Manufacturing Co. Ltd 15 Hotchkiss Engineers Lt »3 Potter, F. W., & Soar Ltd Williams & Williams 
Curran, E., Engineering Ltd. 26 Hughes, F. A., & Co. Lt 53 Potterton, T., Ltd Woods of Colchester Lid 


EDITORIAL REFERENCES 


New Products when published in the editorial columns are alphabetically listed. Please mark those letters where you 
would like to receive further information and catalogues. For information on other editorial content enter your 
inquiry in the space provided. 
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Flats ci West Hill, Highgate 
Architect: Eric Lyons, Esq. 
F.R.1.B.A, 


CONCRETE DESIGN 
& CONSTRUCTION 
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24-29 Hyde Park Square 
Architects: Messrs. Clyde Young & 
Bernard Engle, 

F/A.A.R.1.B.A. 


HOLLOW-BLOCK FLOORS 
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St. Olaves Cool Air Stores 
fcr: 

The proprietors of 

Hays Wharf Ltd. 








PRE-CAST FLOORS 


Summit Photo Plate Co. Ltd. 
Architect: J. V. Hamilton, Esq., F.R.1.B.A. 
Staff Architect: Messrs. Cluttons. 





CAST STONE 
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BRADFORDS CONCRETE SPECIALISTS SINCE 1898 


F. BRADFORD & CO. LTD - ANGEL ROAD - LONDON .- N.I8 Telephone: Edmonton 4267 
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Never 
miss 

a chance 
to save 
time 

and labour 
with 


—BRICKFORC 


When greater strength is required in a brick wall, 
reinforcing with BRC Brickforce will often save the 
time, labour and materials which would be required to 
increase its thickness. A folder giving full details of 
Brickforce is available on request. 


BRC BRICKFORCE wall reinforcement consists of high tensile steel wire 
mesh. The reinforcement lies readily in the joints and is laid from easily 
handled rolls each 75’ 0° long, the main wires being held in their correct 
position by cross wires welded to them. 


THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD., STAFFORD 


London, Birmingham, Bristol, Leeds, Leicester, Liverpool, Manchester, Newcastle, Cardiff, Glasgow, Dublin, Belfast, 
Bulawayo, Calcutta, Johannesburg, Singapore, Vancouver Export Sales: 54 Grosvenor Street, London, W.| 
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